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t was never expensive to maintain a Hackney L-P Gas 
cylinder. Minimum seam area, X-ray controlled weld- 
ng, adequate strength saw to that. And now—these 
ow maintenance costs have been still further reduced! 


For this great cylinder now incorporates still greater 
mprovements! A new “scalloped” foot ring permits 
horough inspection and eliminates hard-to-clean 
srevices. Consequently, cleaning is faster and more 
horough. Labor costs are reduced. And a sturdy 
tylinder is even sturdier—due to the new foot ring 
which is stronger and an improved, stronger circum- 
erential weld. Repainting is less frequent, too, because 
of a new finishing process. It permits a better bond 
yetween paint and cylinder, or a better surface for 
zalvanizing. 

It took years of experience to produce the Hackney 
L-P Gas Cylinder—a container that has been con- 
stantly improved. For Pressed Steel Tank Company 
<nows the L-P Gas industry. Their engineers have 
nade a close study of users’ problems. In the com- 
plete line of Hackney L-P Gas Cylinders, there is 
a container to fit every need. 
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are Even Lower! 
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Pressed Steel Tank Company 


Manufacturers of Hackney Products 
Main Office and Plant: 1487 South 66th Street, Milwaukee 14, Wisconsin 
1399 Vanderbilt Concourse Bldg., NewYork 17 * 227 Hanna Bidg., Cleveland 15 








THESE NEW FEATURE 
MAKE A GREAT CYLIND 
EVEN BETTER: 





IMPROVED FOOT RING 
— is stronger and 
easier to clean. 


zs clearer a 
more uniform. 





SINGLE CIRCUMFER- 
ENTIAL WELD—/s 
stronger and results 
in smooth, neat- 
appearing finish. 








THOROUGH FINISHING PROCEDUR 
is made possible by new Pressed 
Tank Company equipment. Resul 
complete descaling and cleanin 
makes a better-looking cylinder- 
one that retains its looks longer. 
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DISTRIBUTION SYSTEM and UTILIZATION PRESSURE 
ror LP=GAS 


EMCO LP-GAS APPLIANCE REGULATORS 


For controlling pressure on all types of LP-Gas 
appliances. Provide highest burner efficiency; 
prevent pilot light outages. Sizes 1/8 in. through .- 
1-1/4 in., made with attractive pressure cast 
aluminum alloy bodies and covers. Larger sizes 
of cast iron. Ask for bulletins No. 1036 and 
Appliance Regulator No. 1136. 













ROCKWELL-EMCO EJECTOR SERVICE REGULATORS 


For reducing distribution pressures in pounds to 
controlled utilization pressures in inches of water. 
The ejector principle provides auto- 
matic outlet pressure boosting to 
compensate for increased demands. 
For safety a simple, foolproof internal 





relief valve is provided. Ask for Service 
bulletin No. 1026. : Regulator 


wo EMCO "1001" REGULATORS 
is  ———— Will economically handle a diversity of appli- 
cations including small distribution system 
control, industrial burners, and large meter settings. 
Has pilot loaded diaphragm. Made in both standard 
and high pressure series — 2 in. pipe size only. Ask ~ 
for bulletin No. 1059. . 


*"1001 ” 
Regulator 


EMCO HIGH AND LOW 
PRESSURE BALANCED VALVE REGULATORS 


The high pressure type is made with 
either lever and weight or pilot 
loaded diaphragm controls. Reduce 
inlet pressures up to 600 psi to out- 
let range of 2-500 psi. Sizes 2 in. 
to 12 in. Low pressure regulators, 
\ weight loaded, reduce inlet pres- 
sures of 150 psi maximum to outlet 
range of from 1 oz. to 2-1/2. psi. 
Sizes 2 in. to 12 in. Ask for bulletins 
\ No. 1006 and No. 1055. 
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EMCO LP-GAS PRESSURE REGULATORS 


PITTSBURGH EQUITABLE METER DIVISION 
ROCKWELL MANUFACTURING CO., Pittsburgh 8, Pa. 


Atlanta Boston Chicago Houston Kansas City los Angeles New York Pittsburgh San Francisco Seattle Tulsa 
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FIRST STAGE OF REGULATION 

Cylinder pressure reduced to uniform pounds pressure. Toggle Action 
provides extra power to force valve plunger against valve seat forming 
tight seal under all field conditions. 


SECOND STAGE OF REGULATION 

Further reduces pressure to 11 inches water column. Extra power of 
toggle-action insures tight closing of valve and elimination of pressure 
build-up. ; 


SERVICE INDICATOR 

When service cylinder is empty, cylinder cuts in automatically. 
Indicator pointer indicating that one 
cylinder is empty. (Remote indicating jable). 
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NEW MODELS 
L.P.G. TRUCK TANKS 


on Line Production 


Designed for Over-the-Highway and Local Delivery Service 





Transportation is a crying need in the L. P.G. business. In order to supply 
more L. P.G. truck tanks faster, Butler factories are concentrating line pro- 
duction on two new models. Butler engineers have designed the Model 1200 
and the Model 1680 to efficiently and economically handle virtually all local 
L. P.G. delivery needs. 


Except for size and weight, the 1200 and 1680 are built to the same careful 
specifications—have the same complete equipment and fittings. Their business- 
like appearance is a prestige-winner for any gas dealer’s name which they bear. 


In spite of rapid line production, however, demand for the 1200 and 1680 
is even greater than was anticipated. Judging from the extremely favorable 





reception they are getting, we may be unable to keep up our present delivery 
schedule. We suggest, therefore, that you send for complete information on 


the new Models 1200 and 1680 today, and place your orders early. 


MODEL 


‘1680 


1680 GAL. CAPACITY 








BUTLER MANUFACTURING COMPANY 


Factories: Kansas City * Galesburg °* Minneapolis 





pPaeseesee ee sees sess eee eee 





Address Inquiries to: 


BUTLER MANUFACTURING COMPANY, 7410 E. 13th St., KANSAS CITY, MO. 
SEND INFORMATION ON: © MODEL 1200 
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MORE THAN 20,000,000 


...and this is just one of the hard-working ads in Gas 
Refrigeration’s greatest advertising campaign in history 


During the months when refriger- 
ator buying reaches its peak, full- 
color ads like the one shown here 
will appear in eleven of America’s 
best-read home magazines. Again 
and again, Gas Refrigeration’s ex- 
clusive selling story of silent op- 
eration, no moving parts, and 
longer wear will be told to the 
families that make up the back- 
bone of the buying public. 


Now’s your big chance to cash 
in on the success of Gas Refriger- 
ation’s national campaign with 
local promotion of your own! 
Large reprints of these ads are 
yours for the asking. Make them 
work for you. Let them help you 
tell refrigerator prospects in your 
community that you sell the Servel 
Gas Refrigerator—the refrigerator 
that stays silent, lasts longer. 


“Setterllo 


and 


sy sth i Pm eat 


allenicalt 


re oe GAS REFRIGERATOR * 


EVANSVILLE 20, 


INDIANA 
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AMILIES WILL 
READ THIS AD IN JULY! 
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SMITHWway comsation LPG SYSTEMS 


SMITHway heavy-duty units with capacities from 
250 up to 1,000 gallons permit quantity purchases 
of LP gas at Jowest prices. 

They accommodate either butane or propane— 
whichever is cheaper and more easily obtainable. 
Switch quickly and safely to either gas. 

A SMITHway Combination System is a permanent 
investment—highest quality materials and work- 
manship assure long life and trouble-free service. 


POSITIVE SAFETY PROTECTION 


In the manufacture of SMITHway LPG Systems, 
A. O. Smith adheres to procedures and standards 
heretofore reserved exclusively for the most exact- 
ing industrial products.* SMITHway Systems meet 
or exceed all safety codes. Each is double-checked 











Cheaper gas for all gas services! 





by an independent licensed insurance inspector. 


Economical, dependable, and safe, SMITHway 
Combination LPG Systems open up a new and bigger 
future for the sale of economical LP gases 
everywhere metropolitan gas service is not 
available. 


PROVED NEW ECONOMY 


For all gas services, in the home, on the farm, in 
business and industry, SMITHway Systems are 
proving their great economy and convenience. 
Underground and aboveground types, in accurate 
sizes, are both available now. 

SMITHway Combination LPG Systems provide 
ample storage—capacities of 250, 375, 500, 1,000 
gallons, and larger. They enable owners to store 








— 


WATER HEATERS 


The A. O. Smith Corporation 
manufactures Permaglas LPG 
Water Heaters with mirror-smooth 
tanks of sparkling blue glass-fused- 
to-steel. They CANNOT rust or 
corrode! 











More than 25,000 
SMIiTHway COMBINATION LPG SYSTEMS 


in Service! 
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USE EITHER BUTANE OR PROPANE! 


BIG TANKS 





provide vital storage = 
250 up to 1,000 gallons, and larger 




















surplus LP gas in summer against possible winter 
shortages. 

ONE unit, using either butane or propane, sup- 
plies ALL the gas needed for ALL gas uses .. . for, 
home, farm, or business. 


FHA-LOAN APPROVAL 


Convenient FHA loans may be arranged in most ABSVESRSUNS 
cases. Buyers can either (1) supplement their old AND 
LPG systems, (2) replace their old systems, or (3) UNDERGROUND 
finance the initial installation of anew SMITHway TYPES 


propane. At any time, users can switch to which- 
ever fuel is lower priced and more readily available. 

Phone or write the nearest A. O. Smith office 
today for all the facts! 





Ceeeeeeesesseeeeseeeeseseses 





Combination System. Consult your local FHA office 
for details. Underground type ohemd peer freezing - eohtem 
weather. Aboveground type (top of page) is complete wit! 
Many present LPG systems were made for use heavy integral flange supports. Easy to install anywhere. 
with butane only. The SMITHway Combination 


system, with equal safety, accommodates butane or 


ao. Smata 
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Corporation 
ATLANTA3 « CHICAGO 4 + DALLAS! * HOUSTON2 * LOS ANGELES 14 
MIDLAND 5 * NEW ORLEANS 18 * NEWYORK17 © SEATTLE] © TULSA 
INTERNATIONAL DIVISION: MILWAUKEE 1 
os “Makers of Auto Frames, Pressure Vessels, Line Pipe, Oi-Well Casing, Brewery Tanks, Welding Equipment, Stokers, Permagias Water Heaters, Centrifugal and Beep-Well Turbine Pumps 
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A.S.M.E. Code 


HEADS 


for 
BUTANE-PROPANE TANKS 


Quick shipment on all 
standard sizes. 


Cold pressed on Kelley's 
1500-ton hydraulic 
press, which means: 


1. Uniformity 
2. Clean finish 
3. Less mill scale 


For prompt, reasonable 
quotations, write, wire, or 
phone 


eller) MANUFACTURING CO. 


P. O. Box 17, Houston 1, Texas 
LONG DISTANCE 400 
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AMERICAN PIPE & STEEL CORPORATION 
Engineers, Designers, Fabricators 

Alhambra, California, U.S.A. 

Cable Address: AMPSTEEL 



















IN PRODUCTION NOW! 


Regulation I. C. C. Cylinders 


Stress Relieved 
X-Ray Controlled 


* 
Automatically Welded 
* 


Everything for the L.P.G. Dealer in the pressure 
vessel line from 5 gal. cylinders to 30,000 gal. 
storage tanks. Including domestic systems, cylin- 
ders, truck tanks, skid tanks, storage tanks and 
refinery equipment. 





20 Lb. 
Size 





100 Lb. 
Size 


Manufacturers of 
ASME—API-ASME CODE, NATIONAL BOARD & UNDERWRITER'S APPROVED VESSELS 


Inspected by 
THE HARTFORD STEAM BOILER INSPECTION & INSURANCE COMPANY 
























1612 Singleton Blvd. Riverside 5241 e Dallas 2, Texas 
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_Announcing—The Approval for 


TRAINING UNDER THE G.!. BILL OF RIGHTS 
in the National L-P Gas Institute 


(RESIDENT COURSES) 
under a staff of competent instructors and consulting engineers 
recognized in the industry as outstanding authorities in the LP- 
Gas field. 





Now is the time to 
take advantage of 
our course covering 
installation, opera- 
tion and maintenance 
of Liquefied Petrol- 
eum gas equipment. 


The following subjects 
are covered: 


1. Theory and general 
practice 

2. Domestic installation 

3. Commercial installation 

4. Transportation and 
equipment 

5. Safety rules and regula- 
tions 

6. Economics 


Resident Classes Start First of Every Month. Intensive Four-month Course Also 
Available. Home Study Course Available for Those Unable to Attend Resident 
School. 

Mail This Coupon Today 
NATIONAL L-P GAS INSTITUTE TULSA, OKLA. 

Please send me complete information regarding: 
C) 30-day Class (]. Four-month Class C) Home Study 
INS samy Pow in oa thay ater waists Su aie BE aa Ue eee te Sewha eales waieke 


CE ETOCS OR EEE CEE CRATE OE ETE 











SOU TRC, oreo one bcs cc cence vole w die i CUI Sacre aed tedin ckncinnmads aed 
NATIONAL L-P GAS INSTITUTE 
1109 S. Main Tulsa 3, Oklahoma 
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these 


FEATURES 


explain the 


OVERWHELMING PREFERENCE 
E RANGES 








EXTRA-THICK 
INSULATION 




















" MODEL BN-401 
Manufactured for bottled, artificial or natural gas 







Fiberglas is today’s miracle insulating ma- 
terial, and Fiberglas is what Norge uses 
to insure most economical and efficient 
results from the Norge oven. A blanket 
of Fiberglas fully 7 inches thick is com- 
pressed to approximately 214 inches when 
it is carefully positioned around the oven. 
Top and sides, as well as oven and broiler 
doors, are treated to a double thickness of 
this material. Such attention to detail is 
typical of Norge... it helps to explain 
the overwhelming preference for Norge 
ranges in the LP field. 



























A BORG-WARNER INDUSTRY 


Norge is the trade-mark of. Norge Division, Borg- 
Warner Corporation, Detroit 26, Michigan. In 
Canada: Addison Industries, Ltd., Toronto, Ont. 
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WITH STAMINA! 





Geared for Smooth, Dependable and Lasting Perform- 
ance, the PAYLOAD Truck Tanks are a PERFECT 


DESIGN of LIGHTER WEIGHT and STRONGER BODY! 


What Does This Mean to You? 


lt means that your operating costs are DE- 
CREASED; that your PAYLOAD is INCREASED. 
The PAYLOAD TRUCK TANK is famous for 
GREATER Tire Mileage . . . Less Repairs . 
and for all the Scientific Weight-Relieving Fea- 
tures that assure you of a Superior, Dependable 
TRANSPORT. 








PAYLOAD Trailer Transports come equipped with Standard Forge Spring Suspension Single 
Axle, or with the Tandem Dual Axle UNIT. Perfect engineering provides better braking, 
eliminates wheel bounce, combines heavy duty with LIGHTER WEIGHT and Improved Efficiency 
with LESS OPERATING COSTS. 


WE WILL SEND Descriptive pamphlet upon request... Write for tt! 


Southland Steel Company, Inc. 


5219 Maple Avenue Dallas, Texas 
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ONLY THE FINEST 
WATER HEATERS 
HAVE THE 

UNITROL "A” 


GRAYSON CONTROLS 


DIVISION ROBERTSHAW THERMOSTAT CO. 
LYNWOOD, CALIFORNIA 


18 BUTANE-PROPANE News 














MISSING 


THE BRYANT | 


Bryant Heater’s Lojector -incor- 
porates all the desirable features 
of good injectors and mixers 
into a single, compact unit. It 
provides a steady, efficient mix- 
ture for burners on any type of 
application, utilizes any kind of 
gas at pressuresto 15 inches, W.C. 


SOMETHING? 


*LOJECTOR (copyrighted): an improved 
type of Venturi atmospheric gas injector. 











LOJECTOR PROVIDES THESE SIX 
IMPORTANT ADVANTAGES: 


1. Refined engineering design, assuring high 
entrainment capacity. 2. “Slip-fit’’ orifice spin- 
dle—for easy spud removal. 3. Standard pipe 
thread orifice spud (pipe plug can be used in 
emergency). 4. Handy “cast-in” support boss for 
easy fastening to appliance. 5. ““No-slip” wrench 
lugs for easy installation or removal. 6. Rugged, 
heavy-duty tructi built to “‘take it!” 





For complete details and specifications, write Industrial Division, Bryant Heater Company, 
1020 London Road, Cleveland 10, Ohio . .. One of the Dresser Industries 
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JRKLAI 


INSET HEATERS 


Open Up New and 
Better Markets 
For Any Dealer 


No other gas heater can deliver as many 
advanced and wanted features of perform- 
ance. 


@ Cirklair patented multiple-duct design 
maintains constant and controlled circula- 
tion of cozy, healthful heat—without me- 
chanical aids. 






@ Largely eliminates cold floors, cold corners 
and wasteful, excessive ceiling tempera- 
tures, 


@ Amazingly low fuel consumption. 


@ Provides for the first time beauty and charm 
in heating equipment. 


®@ Can be easily installed in walls, sham man- 
tels, fireplaces, book cases, under stair- 
ways, cabinets, bathrooms, etc 


@ Requires no insulation. 
@ Occupies no floor space. 


@ These Cirklair Heaters may be financed 
under FHA Titles | and VI. 


@ Approved by A.G.A. for liquid petroleum 
gases. 





Your inquiries will receive our prompt 
attention 


EIRKLAIR PRODUCTS DIVISION 


3106 OAK LANE The Folsom COe vaAttass, texas 


“Since 1909 EES 
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HIS WEATHERHEAD LP-GAS assembly provides 
a convenient and practical method of supplying 
uninterrupted gas service to appliances. The automatic 
manifold automatically cuts in the reserve cylinder 
when the supply or service cylinder becomes empty. 
The direct gauge indicates which tank is being used 
and gives a visual warning when the gas supply runs low. 
The complete unit (catalog No. 855 A) is made up 
of standard parts from the Weatherhead line of LP-Gas 
equipment. It consists of: 








No. 815 Automatic Manifold, Regulator, Two Pig- 
tails, POL Wrench and Chain. 


All are conveniently packaged in an individual carton. 

There’s a Weatherhead LP-Gas accessory for every 
need. Write for your copy of the LP-Gas catalog and 
see the Weatherhead complete line. 


Look Ahead with Weatherhead 


‘ 
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&) THE WEATHERHEAD COMPANY + CLEVELAND 8, OHIO 


CLEVELAND « NEW YORK « DETROIT « CHICAGO « HOUMA, LOUISIANA « LOS ANGELES 
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equipped with the HARPER CENTER 
SIMMER BURNER 




























— QUESTION being asked by degrees cooler, saves hours of kitchen 
more and more women when they __ pot-watching weekly, and has many 
set out to buy a new gas range is,“Has other advantages possessed by no 
it got the Harper Center Simmer _ other top-burner. 
Burner?” That’s the cue for your sales- To trade-up your customers to a 
man to produce the booklet shown higher priced range, demonstrate 
here, which is put in every Harper these advantages. We offer you a spe- 
equipped range when it leaves the cial FREE booklet, “How to Sell More 
factory. Gas Ranges,” which contains a series 
Our consumer advertising is telling of quick, convincing floor demonstra- 
prospective range buyers to look for tions planned to dramatize the advan. 
this identifying booklet. It also points tages of the modern gas range. Send 
out that the famous Harper “2 burners for copies for your salesmen. Harper- 
in 1” Center Simmer Burner saves up Wyman Company, 8563 Vincennes 
to 39% on gas, keeps kitchens upto 9 Avenue, Chicago 20, Hl. 





FIVE MAGAZINES THAT 
INFLUENCE GAS RANGE BUYERS 





Ladies’ Home Journal - American Home 
Better Homes & Gardens 
McCall's Woman's Home Companion 


These leading national magazines have a com- 
bined monthly readership of more than 
21,500,000 women — families in the upper in- 
come brackets—housewives who want and can 
afford to buy deluxe gas ranges. Take advan- 
tage of the Harper Center Simmer Burner ad- 
vertising in these magazines . . . demonstrate 
and talk the advantages of Harper top burners. 





2 BURNEFS IN 1 The Harper Center Simmer Burner oper- HARPER CENTER 
ean OF ates on the unique principle of “2 burners 
a ‘ in I”,..@ STARTING BURNER for frying 


and to start foods boiling. plus a small, eco- SIMMES BURNEG 


nomical COOKING BURNER,to maintain the 


cooking... both controlled by the same 
—, aan handle. It is subject to finer gradations of ",.. Holds the Lines 
low heats — greater control and economy — 


f a 
than any other top burner made. or Gas 
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TYPE 2015—for reducing storage pres- 
sure to appliance operating pressures. 
Compact design especially desirable 
for use with bottles. 


Can be furnished with 14” N.P.T., 34” N.P.T. or .970 
P.O.L. inlet connection. Orifice suitable for propane, 
butane or propane-butane mix- 
tures. Regulator is completely 
tested and set at factory for stand- 
ard operating conditions. Send for 
Bulletin 504. 

















sential. 


equipment. 


s 


SAFE Approved and listed by Underwriters’ Lab- 
oratories Re-examination Service. Tested to 
withstand pressures in excess of 300 p.s.i. 


DE PENDABLE Designed by engineers with 


field of automatic controls where performance is es- 


PRECISION BUILT Special zine alloy 


cision machined internal parts made by craftsmen 
skilled in the manufacture of regulators and control 


PROMPT DELIVERIES now being made. Bulle- 
tins give complete specifi 1 co ti 

and performance data. Write for copies. Type 
2020—Bulletin 503. Type 2015—Bulletin 504. 





years of experience in the 


bodies and pre- 















TYPE 2020—for reduc- 
ing storage pressure to that 
utilized in distribution system. 


Especially adaptable for aboveground and underground storage tanks where 
oe regulator capacity is desired. Can be furnished with 14" N.P.T., 34” 

-P.T. or .970 P.O.L. inlet connection. Available with orifices for propane, bu- 
tane and propane-butane mixtures. Regulator is completely tested and set at 
factory for standard operating conditions. Send for Bulletin 503. 
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CLIMAX INDUSTRIES, INC 


tL. P. G. DIVISION 
15 North Cincinnati Avenue 
TULSA, OKLAHOMA 
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We Namat 


A WELL KNOWN NAME TO THE LP-GAS INDUSTRY 
Q Name that Stamds for Quality 





* Industrial 








The McNomar Liquid Line Head has been designed, manu- 
factured ond tested to withstand high p: . teduce 
costs, and to provide o safe method for filling and evacu- 
ating Butane and Propane Liquids ond Goses. 





AUTOMATIC WELDING USED ENTIRELY 


At McNamar, Avtomotic Welding ossures uniform heet and 
proper penetration throughout the entire welding procedure. 
McNemar Systems ore produced faster and more efficiently, 


STORAGE VESSELS 


ALL SIZES 








a oe Baile and Sanh 
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RONEY ‘ 
Cylinder 
Equipment | 


das WM 3 


In the selection of cylinder 
equipment for ‘Bottled Gas Systems” there 








are three important factors... design, 
quality and price. L. C. Roney cylinder R-1250 P 
Manual Manifold 


equipment is designed and built to give 
Changeover 





you efficient, economical service. Take the 
Roney R-400X Regulator for an example 
of these factors... 

Constructed to provide adequate capa- 
city for any expanding domestic installa- 
tion, it functions at from 1 to 500 cu. ft. per 
hour with no change in outlet pressure. This 
exclusive patented Roney feature elimi- 
nates the expense and trouble of a new 
installation when the consumer adds other 
appliances to his system. 

Like all Roney products, the R-400X is 
made of uniformly high grade material 
and superior workmanship, both rigidly 
tested by Roney’s Quality Control Depart- 
ment. You are thus assured of safe, de- 
pendable products. 

Roney asks no high premiums for these 





precision-made products—Roney equipment 


is priced right. Check the entire Roney line é R-802 Se 


for these 3 important factors. Cylinder Valve 





R-400X Regulator 


er L.€.RONE Y inc. 


tributor or write today. 


511 South Redondo Boulevard © Inglewood, Cal. 
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L-P Lamps4 , 


make “Your 
with 


Thousands of homes, trailer camps, stores, cabins 
and countless other places are prospects for Hum- 
phrey L-P Gas Lamps. These stylish, sturdily built 
lamps are giving dependable lighting service from 
coast to coast and making fine profits for dealers 
everywhere. 

Humphrey Opalite lamps are constructed of qual- 
ity materials throughout and are carefully assembled. 
They are designed to operate efficiently on Liquefied 
Petroleum gas. Write today for literature and prices. 
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BUILD A SUMMER LOAD! 


Here's the answer to complete mechanized corn, cotton and sugar cane 
cultivation for farmers in your area. The FLAME TILLER has been developed, 
alonq with LP-GAS, out of 3 years of research plus hard and intense work on 
the farm. It is built for farmers by farmers. ; 


UPG'S FLAME TILLER cultivates corn, cotton, sugar cane and related crops 
in a single operation; the middles with the reqular cultivator and the drill by 
modern flame cultivation. Designed to fit all standard farm tractors now in 
use. It conserves soil, permits contour plowing, helps to eliminate erosion, 
a production costs, and aids in increasing crop yield and mechanical 
picking. 


Upon request, we will send you a complete catalog on the FLAME TILLER 
and its potential possibilities in your area for increased Butane-Propane Sales 
and Storage. 


Dealerships Available! 


UNITED PETROLEUM GAS CO. 
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Mueller Climatrol Series SHP 
Gos-Fired Winter Air Condi- 
tioner. Attractive cabinet-type 
for utility room or basement. 


vin tee 


Sears 


and make your customers boosters for 
the completely gas-equipped home 





Yes—it pays to sell the leading line of gas home- 
heating equipment. When you install a Mueller 
Climatrol gas furnace, you deliver comfort with 
convenience, economy, and efficiency that complete- 
ly satisfy your customer. You win a loyal gas cus- 
tomer and more than that—you win his confidence 
for the other gas-operated appliances and equip- 
ment you have to sell him in the future, 


The complete Mueller Climatrol line enables you 
to recommend the right size and type furnace for 


G 


Type 101 Type 500 ROB: Hs be PON OMY EPS Winter 
Gas Fired Conversion 
Gravity Furnece Burner ; 8G-1a 


any home—each designed specifically. for efficient 
and economical operation with gas. 


Satisfaction is assured by Mueller’s 90-year per- 
formance record as a leading manufacturer of 
home-comfort equipment, and as a pioneer in the 
design of gas-fired furnaces for home heating. 


Write for bulletins today! 


L. J. Mueller Furnace Co. 
2004 W. Oklahoma Ave. Milwaukee 7, Wisconsin 


Type 107 
Air Conditioning Winter Air 
Furnace Conditioner 
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TRADE MARK OF 
PRECISION 
GAS REGULATORS 
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INTEGRAL 





TYPE 940 rwo-oRruMm 
MANUAL THROW-OVER REGULATOR 
oo 








CHANGE-OVER MECHANISM IN LOW PRESSURE AREA 


FURNISHED WITH TWO 20" PIGTAILS AND MOUNTING BRACKET 


An outstanding feature of the Fisher Type 940 
is that the changeover mechanism operates 
entirely in the low pressure chamber of the 
regulator . . . thus eliminating potential high 
pressure leakage common with other types of 
manual throw-over regulators or manifolds. 
This feature provides the utmost in customer 


acceptance—satisfactory operation—and mini- 
mizes service and maintenance attention. 


SPECIFICATIONS 

CAPACITY—1I00 cu. ft. per hour or more. 

SETTING—I1" W.C. at 30 C.F.H. 100 Ibs. inlet. 

CYLINDER CONNECTIONS—POL, 968 or 982 
copper tubing pigtail. 

OUTLET CONNECTION —!/." 
thread. 

RELIEF VALVE—Built integral; set and factory 
sealed for | Ib. 


female pipe 


FISHER GOVERNOR COMPANY marsHatLtown, IOWA 


World's Largest Exclusive Manufacturer of Pressure Control Equipment 


Western Office: 
2334 E. 8th St., Los Angeles 21, Calif. 


Eastern Office: 
212 E. State St., Westport, Conn. 


‘ever ae esa APES WSR ERM BIEL ON RE Rh 








incREAS$ E 


your Heater SALES with 






UNVENTED VENTED RADIANT 
CIRCULATORS CIRCULATORS CIRCULATORS 


NEW EYE-APPEAL AND ECONOMY-APPEAL FOR CUSTOMERS! 
IN DEMAND WHEREVER GAS SPACE HEATERS ARE SOLD! 





SOUTHERN-AIRE Space Heaters sell on sight. They're ...And All Have The Precision- 
smart in appearance, sound in construction, superior Formed Stainless Steel Burner That 
from every standpoint. They're the kind of heaters tha Gives Perfect Performance With All 
you'll be proud to sell and that your customers will be ©! 


Re 
il 
& 
a 
» 
z proud to own. 








Write or Wire Today! 





SOUTHERN AIRCRAFT COMPANY 


JALLAS CouNTY TEXAS 





GARLAN 
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PRACTICAL 
OPERATING 
ASSISTANCE 

CAN HELP INCREASE 


YOUR PROFITS 











MUTUAL PLUMBER'S FURNACE NO. 2A is No. 2A 
a bench-type unit which can be used in shop Bench-Type 
or field. li can be relied on for greatest effi- Plumber's 


ciency and dependability. It is light weight 
and easy to handle; may be used with any size 
liquid gas cylinder with P.O.L. valve. This 
simple furnace has no gaskets or moving parts. 
Will produce 2350 deg. of heat. 
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Have you talked to Your Plumber 


About VYlutual Furnaces? 


There are plumbers in your town who are interested 
in learning the facts about LP-Gas . . . for lead 
melting, sweating, pre-heating, etc. They are 
potential customers of yours who would like to do 
their jobs faster, cheaper, better with LP-Gas fur- 
naces and torches. The two models below are only 
a part of Mutual's Line that will interest your 
plumber, Our complete catalog shows more. 


MUTUAL PLUMBER'S FURNACE NO. 2 is a light 
weight lead melting furnace which speeds up the job, 
assures cleaner, more efficient workmanship with less 
effort and time. Blow torch unit can be attached to 
same fuel cylinder. Like all Mutual products it carries 
a full guarantee. Shield will accommodate 8" lead 
pot; will melt lead in 12 minutes. 


No. 2 
Plumber's 
Furnace 













Furnace 


WY 


LIQUID GAS EQUIPMENT CO.,Inc. 
3600 WEST IMPERIAL HIGHWAY, INGLEWOOD, CALIF. 


BUTANE-PROPANE News 











JUNE — 1947 


One reason for the outstanding acceptance of 
Buehler Tanks is the policy of selling only 
through dealers. Every order for tanks, even 
those received from the user, is referred to the 
nearest Buehler Dealer. 

Buehler Dealers service hundreds of Pro- 
pane-Butane tanks daily and constantly observe 
and report on field conditions affecting tank 
life, convenience and safety. Thus, closer 
customer-dealer-factory relationships are 
encouraged. 

Important design features of Buehler ASME 
and API-ASME code tanks are steel stampings, 
automatic welding, special zinc-chromate 
primer before final finish, magnetic gauges and 
highest quality fittings. Mass production of 
standard sizes means greater uniformity, de- 
pendability and lower cost. ORDER NOW 
FOR EARLY DELIVERY. 


BUEHLER 

















F cunded at a time when merchandise 
deliveries in quantity were impossible, 
this organization developed a reputation 
for service which we consider the major 
factor in our success. 


Lis month, as we enter our third year 
of business, we wish to offer this expres- 
sion of appreciation to our hundreds of 
friends for their loyalty and consideration. 


i these friends we pledge continued 
efforts for the development of our indus- 
try on the highest ethical standards.— 
Honesty, fair-dealing and service will ever 
be a part of each transaction. 


L. G. E. CORPORATION 


1355 MARKET STREET 
SAN FRANCISCO 


105 LAKE STREET, RENO 
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l. TANK CAR UNLOADING 
The diagram above shows one of the four operations 
which may be performed by a single Smith Butane- 
Propane Pump. 








e LOADING TANK TRUCKS 
The piping and valves may be arranged in such a way 
that truck loading is possible even during tank car un- 
loading. 











3. UNLOADING TRANSPORT TRUCKS 


DIRECT ELECTRIC MOTOR DRIVEN PUMPS is another one of the duties of this single Smith pump, 


M-1044; 20 GPM at 1800 RPM 11/2 HP controlled by pushbutton from any of the working stations. 
motor. M-2: 50 GPM at 1800 RPM 3 or 


5 HP motor. M-3: 100 GPM ot 1800 4 

RPM 5 or 71/2 HP motor. e CYLINDER FILLING 

As this operation absorbs only part of the full pump 
delivery, a hand by-pass valve is used to control and 
adjust the flow. 

Send for Bulletin N-347, 

reprint of our Butane- 

Propane News article, ie YOUR NEED 1S 

which gives complete NT 

story and diagrams of UR GE : 


bulk plant and bottling ny all 








TRUCK PUMPS—POWER TAKE-OFF DRIVE 
T-1044: 20 GPM at 500 RPM shaft speed. 


T-2: 50 GPM at 500 RPM shaft speed. plant layout, illustrat- model pumps — with 
T-3: 100 GPM at 500 RPM shaft speed. ing these four services. 


without 
EXPLOSION PROOF 
ELECTRIC MOTORS. 






MITH 


PRECISION PRODUCTS COMPANY 








1135 MISSION STREET © SOUTH PASADENA © CALIFORNIA ¢ PHONE PYRAMID 12293 


- 












Built-in 





STORAGE STRENGTH 


Another 0.C.- 
installation —30,000 
gallon capacity 
liquid propane 
storage tank at 


Millsboro, 


Delaware plant of 
Collins & Ryan. 
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Skilled workmanship, careful inspection and testing in the 
manufacture of OLC.f- fusion-welded tanks assures maxi- 
mum durability and lading protection ...years of trouble- 
free service. Automatic welding provides uniform seams 
of greater strength and consistency. 


If you are looking for the ultimate in safety and long life 
in the storage of propane and butane propane mixtures 
make sure your tanks are built by Q-C. > In capacities up 
to 30,000 gallons. 


New York + Chicago « St. Louis 
Cleveland + Philadelphia ; 
Washington « Pittsburgh + San Francisco 


ir and 


(GRRE STORAGE TANKS 
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That Makes More Sales 


orBS&B 
EALERS 





* Another full salvo from the Black, Sivalls & Bryson 
heavy sales artillery! Big, hard-punching dealer ads to 
appear above individual dealer’s name right in his 
local paper. Yes sir . . . a terrific customer-pulling 
tie-in with BS&B Domestic Propane System national, 
farm-paper, radio and direct mail advertising cam- 
paigns now underway! 





BS&B dealers already report sensational results from 
the big BS&B Merchandising Plan. Domestic Propane 
sales are headed for an all-time high! You, too, can 
make 1947 your biggest year. A few select dealer 
territories still remain open. Write now for details on 
our dealer cooperative advertising program as well as 
our ad proof book. Address Propane Gas Equipment 
Division, Black, Sivalls & Bryson, Inc., Power and Light 
Building, Kansas City 6, Missouri. Do it today! 


FOREICH INQUIRIES INVITED 


Kai 
: BLACK. SIVALLS & BRYSON. INC. 
crags” 


KANSAS CITY, MO. OKLAHOMA CITY, OKLA 
CASPER, WYO. CALGARY, ALTA. 
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Proved Profit Producers... 


Columbian Transport Trucks and Semi- 
Trailers have been proved in actual service 
for outstanding efficiency and low cost 
operation that means more profitable daily 
service. 

Backed by 54 years of tank-building ex- 
perience. 

Precision engineered in design for trouble- 


free service. 

Recognized as masterpieces of quality con- 
struction that stand up under years of tough 
useage. 

Built of top quality materials according +o 
Columbian's proved methods. 
Manufactured in any capacity, or to meet 
limitations of your own highway regulations. 


Columbian Above-Ground and Underground Storage Tanks available in all sizes—all A.S.M.E. Tanks 


(Below) Columbian Twin-Tank Semi- 
Skirted, Semi-Trailer Transport 


Skelgas 


NATURAL GAS SERVICE. BEYOND CITY MAINS = apn” 


INFLANMABLE 





(Right) Columbian Full- 
Skirted Standard LP-Gas De- 
livery Truck with special cyl- 
inder brackets for bottled 
gas. Pump mounted with di- 
rect driven power take-off. 
All control valves and print- 
o-meter in rear can box. 


WRITE now for complete 
information. 


COLUMBIAN STEEL TANK CO. 


Kansas City, Mo. 


P. O. Box 4226-0 
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ANCO PRODUCTS ... 
Storage Tanks 
Truck Tanks 


Systems, Domestic 
(all sizes) 


Pacific Tanks 
L-P-G Bottles 
Deep-Fat Fryers 
Hot Plates 
Floor Furnaces 
Small Space Heaters 
Propane Pumps 
Regulators 
Valves and Fittings 
L-P Gas Hose 
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Expanding 


For Better Service 


These new Anco branches are 
closer to the market—where you 
can contact more quickly, obtain 
more personal attention. Make 
Anco your source of supply, or 
your outlet, for all L-P-G equip- 
ment. 





Anco Manufacturing & Supply Co. 
Atlas Life Bldg. Tulsa, Oklahoma 


4l 





e accurately measured 
wetrom” gauges 





Rochester LP Gas Gauge Dials 
sealed against water under pressure 
.-» Underwriters’ Listed 


Before you specify any gauge for LP gas measurement, ask yourself 
this question: “What is its service record under all weather condi- 
tions?” Answering that one for ourselves, here’s the record: 


1 Over 750,000 Rochester LP Gas Gauges are in service in every 

part of the U. S, Alternate heat and cold, rain, sleet or snow, 
cannot induce condensation on the dial because of an airtight 
seal. You can always read a Rochester Gauge. 


2 Float bulb, float arm, gears, center shaft and dial chamber are 
" made of corrosion resisting materials. They not only last longer 
but calibration remains accurate. 


The accuracy of Rochester L P Gas Gauges 1s unmatched. 
\ 
Magnetically actuated, Rochester carefully tests each 


stent Jar Bux. Abs Whanare below bar-drd Giesrded 3 Rigid processing of each magnet assures retention of its attraction 
. 


power under all conditions— pointer action remains true. 


For all-weather safety, specify Rochester LP Gas Gauges. 


s 


ROCHESTER MANUFACTURING CO., INC. 
17 Rockwood Street, Rochester 10, New York 


ENGINEERED INSTRUMENTS 


LIQUID LEVEL, TEMPERATURE AND PRESSURE GAUGES 


Manufacturers of Fine Gauges for 32 Years 
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Gentlemen: 


We are asking for information in 
regard to the installation of a 500 
gallon propane gas tank in the base- 
ment of a store building. This build- 
ing is 50 feet wide and 100 feet long, 
with a full basement under all. Back 
of building is level with basement 
floor, and front is level with first floor. 
The street runs in front and on the 
west of building. 

Since there is no available space on 
the outside of this building for mak- 
ing an installation, we wondered if 
it would be possible to install the 
tank in the basement? 

B.D.K. 


Tennessee 


In reply to your letter relative to install- 
ing a 500 gallon propane gas tank in the 
basement of a store building. I can refer you 
to Page 5 of the newly issued NBFU Pam- 
phlet No. 58 under the heading of location 
of containers and regulating equipment. 

This paragraph states that no container of 
500 gallons or less shall be located within 
less than 10 feet of any building and specifi- 
cally states that all such tanks shall be located 
outside of buildings. 

We think it would be very unwise to locate 
a storage tank inside of a building even if 
your state does not have any statutes cover- 
ing such installations and this opinion is defi- 
nitely backed up by the above reference.—Ed. 


4 
Gentlemen: 


Please advise when changing pres- 
sure gas stove over to propane gas 
with high pressure regulator and 
% in. copper tubing from regulator 
to stove, how we can get away from 
the flame turning red and smoking 
when burner is turned up high. I 
have made all different air adjust- 
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LETTERS 






ments possible and increased and de- 
creased pressure and it still doesn’t 
work properly. 

S.0.C. 
Iowa 


We do not recommend the conversion of 
pressure type stoves to LP-Gas unless new low 
pressure gas burners are installed. 

We know there are many of these installa- 
tions operating due to the shortage of appli- 
ances during the war but have seen few that 
gave safe and satisfactory service.—Ed. 


Gentlemen: 

In combustion of propane is the 
humidity of a room increased (i.e.) is 
H20 one of the breakdowns of a 
hydrocarbon? 

What are the chances of carbon 
monoxide poisoning if a stove is not 
vented ? 

T.E.B. 
Alberta 


Propane burns into carbon dioxide and 
water vapor. Humidity will be increased if 
the appliance is not vented. 

Carbon monoxide will not be formed unless 
the combustion is imperfect. Good appliances, 
well adjusted, do not throw off carbon mon- 
oxide.— Ed. 


Gentlemen: 

We have a slaughter house prospect 
interested in propane gas for boiler 
conversion, bake’ oven and smoke- 
house operations. We can handle the 
first two mentioned but are at a loss 
on the smoke house process. The 
prospect wants a gas set-up in the 
(8’x8’x12’) smoke house that will fire 
the sawdust, causing smoke, and that 
will heat it to 160° F. These opera- 
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tions, of course, are to cure various 
meats requiring smoke or heat or 
both. 

We have tried pipe burners and 
bunsen burners in the sawdust but 
neither produced the desired effect as 
they burned the sawdust too com- 
pletely, thus creating no smoke. 

Do you know of any company who 
makes special equipment for above 
mentioned operations or have you any 
suggestions to offer that will help us 
with this problem? 

G.T.S. 
Tennessee 


The Eureka Equipment Co., P. O. Box 396, 
Beloit, Wis., manufactures equipment that 
should exactly fill your needs. 

The burner is a fully automatic unit, equipped 
with all approved types of gas safety devices, 
we are informed.—Ed. 


@ 
Gentlemen: 


A few months ago I noticed in one 
of your magazines where you said LP- 
Gas was comparable for heating with 
fuel oil at twice the price. 

I can’t figure it out. There are 130,- 
000 to 140,000 Btu’s per gallon of 
fuel oil with 60% efficiency and 103- 
000 Btu’s per gallon butane with 75% 
efficiency. 

Maybe I am wrong about some of 
these figures. Would you _ please 
straighten me out on this. Am just 
starting in butane business. 

LF 7. 
Indiana 


It must be that you have reference to state- 
ments made in our “Quiz’’ department in the 
October, 1946, issue of BUTANE-PROPANE News 
where we state, ‘‘Liquefied petroleum gas at 
twice the price per gallon can compete with 
stove oil,’’ but this is definitely tied into the 
use for commercial cooking and the reason 
is given. It is not based solely upon the Btu 
content of the fuels. 

For spot heating in the South and South- 
west, LP-Gas often competes with much lower 
priced oil, due to the relatively small amount 
of fuel used per year and the high invest- 
ment cost of good oil burning equipment, 
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Do you have a copy of 
Manual” ? 
LP-Gas and all competitive fuels, 
oil, coal and electricity.—Ed. 


“The Bottled Gas 
It gives comparative figures on 


such as 


Gentlemen: 

Is it advisable to increase the com- 
pression on a motor when converting 
to butane? I have a 1946 Studebaker 
truck running on butane now, and 
plan to put it on a 1938 Ford V8. I 
have ordered a cold type manifold to 
put on the truck, and would like to 
know what is necessary for the Ford. 

V.E.W. 
Montana 

Increased power and performance will be 
obtained by increasing the compression ratio 
of the engine. Care should be taken not to 
weaken the head when this is done. 

Ford puts out special high compression 
heads and you can also get them from Electric 
& Carburetor Engineering Co., 2323 East 
Eighth St., Los Angeles. These people also 
make a cold manifold for Ford engines. 

The Ford engine is designed for operation 
on gasoline and we recommend that a mani- 
fold pressure gauge be installed in the driver's 
compartment so the driver can be aware of 
lugging. On gasoline the engine makes enough 
noise tc prevent serious lugging which cannot 
be detected with the smoother operation on 
butane. The Ford distributor must also be 
advanced for satisfactory performance.—-Ed. 


Gentlemen: 

Can you tell me if LP-Gas space or 
wall heaters are cheaper to operate 
than fuel oil? What are the compara- 
tive figures ? 

K.H. 
Michigan 


Liquefied petroleum gas is competitive with 
fuel oil for house heating when the price per 
gallon of the two fuels is about the same. 

For small heating jobs the convenience and 
lower cost of installation of the gas equip- 
ment may make LP-Gas competitive at twice 
the price of fuel oil. 

In “The Bottled Gas Manual” (Chapter 19), 
which we publish, you will find much valuable 
information regarding the comparative posi- 
tion of liquefied gas with oil.—Ed. 
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Gentlemen: 

In a recent issue of “Better Homes 
and Gardens” I noticed an advertise- 
ment by the American Gas Associa- 
tion illustrating a gas washer and 
gas dryer. The gas dryer seemed log- 
ical enough, but I was wondering if 
a gas company manufactures wash- 
ing machines. If so, I would appre- 
ciate the name of such manufacturer 
where I might obtain a fair amount 
of literature, etc. 

In addition, I noticed a small port- 
able outfit rigged for protection of 
orchards in event of freezing tem- 
peratures. Inasmuch as we are in the 
heart of a fruit valley I would appre- 
ciate information on the above. Thank 
you. 

B.W.S. 
Idaho 


As far as we know there is no washing 
machine made for use with liquefied petroleum 
gas. 

The Hamilton Manufacturing Co., Two 
Rivers, Wis., makes an automatic gas dryer 
for LP-Gas and I suggest you write to that 
firm. 

For information concerning the “‘jet propul- 
sion’”’ orchard heater which was discussed in a 
recent issue of BUTANE-PROPANE News, I sug- 
gest you write to W. A. Lea, 1558 Vine St., 
Hollywood, Calif.—Ed. 

e 
Gentlemen: 

We have been asked about furnish- 
ing heating system for a sweet potato 
house being built in this community. 
The building is of concrete blocks 
with hardwood flooring for ceiling 
and a four-inch rock wool insulation. 
The floor and ceiling are concrete. 
The building is 40x50 with 17 ft. ceil- 
ing. 

We do not know what to tell these 
people as we do not know of a potato 
house that is being heated with gas 
heat. 

We would like an expression from 
you as to the advisability of heating 
this house with gas, and, if it’s suit- 
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able for this kind of a house, please 
recommend the kind, etc., of heating 
system or heaters to use. We use a 
mixture of butane-propane gas. 


Tennessee 


We see no reason why a sweet potato house 
cannot be satisfactorily heated with liquefied 
petroleum gas. 

The J. B. Beaird Co., Inc., Shreveport, man- 
ufactures dehydrating equipment for sweet 
potatoes and it is possible that you can get 
information from that firm of interest to you 
in your required heeds.—Ed. 

3 
Gentlemen: 

We have quite a number of U-69 
cylinders of 100-pound capacity, all 
new and in service no more than 
three months, some still in our ware- 
house and awaiting their first fill. Of 
those we have used to date we have 
found six which have leaks in the 
seams due to defective welding. 

It is assumed that, because of re- 
quirements of paragraph U-69 of the 
ASME Code, the manufacturer must 
guarantee his containers to be leak- 
proof and will replace those found 
defective. However, we are finding so 
many defective ones that we feel the 
entire lot may be of inferior quality. 
Our question is, what percent of the 
lot would have to be defective before 
we could require the manufacturer to 
accept return of the entire lot? 

F.W.A. 


Missouri 


Any manufacturer who delivers U-69 cylin- 
ders that leak is definitely not observing the 
inspection procedure required. 

We do not know the source of your supply, 
but you should insist upon 100 percent per- 
fect tanks, as the U-69 Code requires an in- 
dividual pressure test of each container and 
inspection by a qualified inspector. 

If you cannot get satisfaction from your 
supplier, take the matter up with the Ameri- 
can Society of Mechanical Engineers, 29 West 
39th St., New York City 8, who, we are sure, 
will follow through to see that their code 
symbol is not being misused.—Ed. 
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Take the uncertainty out of measuring 


LP-Gas and you put certainty into your 


profit. Neptune Red Seal Meters installed on tank 

trucks, dispensing units, and bulk storage tanks, give 

you positive control of all gallonage handled—accurately 

record all flow—eliminate overmeasure. At the same time 

these dependable LP-Gas Meters reduce handling effort 

and permit faster truck loading and delivery operations. And 

for reliable receipts of all gallonage delivered, there’s the 

Print-O-Meter Register for Neptune LP-Gas Meters. Bulle- 

tin 779 tells all about Neptune Red Seal LP-Gas Meters. Get 
your copy. Write today. 


mea easure 










Neptune Red Seal Meters are precision-engineered 
and built to measure LP-Gas with unsurpassed 
accuracy. Long-life measuring chamber has 
only one moving part—the piston. 114 Inch 
“Compact Type” 1D Meter shown above has 
easy-to-read Round Dial Register. The same 
size and type is shown at the left but with Print- 
O-Meter Register that prints an accurate receipt 
, of all gallonage delivered. 

















Boston, Chicago, Dallas, Denver, Kansas City, Mo., Los Angeles, 
Louisville, Philadelphia, Portland, Ore., San Francisco, and Long Branch, Ontario aca7 


NEPTUNE © - rg 
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| T is not a good thing for any in- 

dustry to take a defensive attitude 
to the public regarding any of its 
problems. 

Some dealers have seemingly been 
doing this in trying to explain last 
winter’s fuel shortage and in specu- 
lating fearfully upon next winter’s 
supply. 

While producers have warned deal- 
ers not to sell more gas than stipu- 
lated in their contracts, there is no 
need at this time for unreasonable 
pessimism. Increased production, in- 
creased transportation facilities and 
the considerable number of larger con- 
sumer tanks installed this year will 
very likely enable the dealers to ade- 
quately care for their committals. 

Certainly it is unwise to belly-ache 
to the customers—especially when the 
electrical industry is skulking around 
the corner, ready to capitalize upon 
any weakness LP-Gas dealers may 
show. 

It is very timely that someone 
should speak up in meeting to tell the 
industry where it is heading—and 
show the way out. 

And someone does just that in this 
issue of Butane-Propane News. It is 
L. A. Brand and he speaks his piece 
in no mincing words, beginning on 
Page 55. 

No dealer can afford to miss this 
article. 


That LP-Gas dealers, working on 
the fringes of utility gas territory, 
not only can get along with the under- 
ground mains boys but can do it with 
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mutual profit, was attested last month 
in the story in BUTANE-PROPANE News 
(Page 61) by E. C. McEneany. 

In this case the utility has gone 
so far as to actually sell the con- 
tracts to users and then turn them 
over to the LP-Gas dealer. 

The whole idea is to save the load 
for gas, thus keeping out competitive 
fuels. 

Utilities and rural dealers have the 
same, definite objective. They should 
be the best of friends, and more and 
more they are realizing this. — 


The industry abounds with coined 
trade names for the gas sold, but a 
Miami, Fla., dealer out-strips them 
all. He calls his LP-Gas “Kiloflame.” 

Probably figures it’s a good buffer 
to keep the electric boys out of his 
territory. 


The LP-Gas sales front is out to sell 
users larger storage tanks — and 
they’re making great progress in those 
states where intensive campaigns are 
state-wide. 

There’s one method that’s an almost 
sure winner. It is to offer the con- 
sumer his gas at a slightly reduced 
price if he will install a tank that 
will meet his needs for from four to 
six months. 

This is not price cutting. It is just 
economically sound business. Compare 
your delivery costs between the man 
with a 100-gal. tank and one who can 
receive 1000 gals. at a filling and see 
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if it isn’t good business to give the 
latter a 1-cent per gallon differential! 
More than one dealer is already doing 
this—and making it pay. Besides, he’s 
leveling off his load. 


The electric boys are sure scared 
at the inroads LP-Gas dealers are 
making in the small town-rural mar- 
ket. 

But they’re not so scared that 
they’re running away. They’re going 
to fight! 

Elaborately prepared books are be- 
ing broadcast among electric dealers 
and salesmen warning them to cam- 
paign hard to avoid losing more of 
the outlying load to gas served be- 
yond the mains. 

They admit 1/7th of the market is 
already fenced in by LP-Gas dealers, 
with a loss to the electrical companies 
of one billion, eighty million dollars, 
and they want to cut in on the poten- 
tial. 

Well, we expected that, and they’re 
welcome to try if they’ll keep the 
fight clean—selling their service on 
its true merits as gas men sell their 
fuel, but if they’re not more success- 
ful than they have been in the past 
against gas utility competition, bu- 
tane-propane dealers will continue to 
lead the field for a long while. 

But don’t think you can sleep on 
the job. Electrical competition is go- 
ing to be a live, aggressive force. 


What does “inflammable” mean to 


you? 
For years common usage has made 
“inflammable” synonymous with 


“flammable.” But to some the “in” 
means “hot” and _ hence such individ- 
uals consider “inflammable” as “not 
flammable.” 

A letter from John V. Grimaldi, 
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Director of the Industrial Division of 
the National Conservation Bureau, 
New York City, recommends that “in- 
flammable” be dropped and “flam- 
mable” be used in all markings of 
LP-Gas containers so doubt will never 
arise. He writes: 

I am writing on behalf of our Liquefied 
Petroleum Gas Research Committee to call 
your attention to the frequent use of the word 
“inflammable” as a caution marking on con- 
tainers of liquefied petroleum gas. 

As you well know, accident preventionists, 
in the past few years, have been making an 
effort to discourage the use of this word as a 
synonym for combustible. The correct word, 
of course, is ‘“‘flammable,” for the prefix ‘‘in” 
means ‘“‘not.”’ Therefore, technically the word 
“inflammable” to many people means not 
able to burn. 

This may seem a small point but we have 
had frequent instances called to our attention 
where people have been confused, by the word 
“inflammable.” 


Many dealers—and their customers 
—suffered this past winter because 
lack of transportation units and lack 
of storage (at one place or another) 
prevented an adequate distribution of 
fuel. 

Nobody wants it to ever happen 
again—and it probably won’t. By 
next winter many adjustments will be 
effected. The dealers’ part in prevent- 
ing another shortage lies in selling 
users large storage facilities at points 
of use and in filling such storage be- 
fore the cold weather rush. 

The suppliers are planning con- 
structively to do their part. What 
these suppliers think of the outlook 
for next winter and what they plan 
to do in an effort to give dealers the 
fullest possible cooperation is dis- 
cussed at length in this issue. See 
Page 67. 


& 
At last there’s an LP-Gas clothes 


dryer on the market! 
By Ed. 
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~ PETROLEUM GAS 


No longer is the rural home penalized 
for being “off the main line.” Today 
modern science and industry has made 
it possible for the “out of town” family 
and business — the home, farm, shop, 
store, garage, etc. — to have all of the 
modern conveniences and appliances of 
the city. 


Let Warren help you plan the distribu- 
tion of Liquefied Petroleum Gas in your 
market. 


Contact your nearest Warren office today. 


1922 -Sien Amnivensary Year-1947 “ 


WARREN PETROLEUM CORPORATION 
TULSA, OKLAHOMA 


Detroit Mobile Houston 
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How to Survive 


By LYLE BLANTON 


President, Texas Butane Dealers Association 
and Manager, Blanton Butane Gas Co., Hereford, Texas 


ATURE has provided us with one of her most useful 

servants—LP-Gas: When we assume the responsibility 
of distributing this magic fuel to the customers we must 
recognize a responsibility beyond that ordinarily accepted 
by the casual retailer of other forms of merchandise. When 
he makes a sale his responsibility usually ends. Not so with 
us. It is our responsibility to a customer to see that his 
operations using our product are not only satisfactory but 
also safe and economical. In other words, we have that re- 
sponsibility of “service” that follows our sale and delivery. 
The dealer who is going to know full success and satisfac- 
tion is going to be the one who prepares himself to render 
that service the best and yet manages to keep his costs 
down. 


If the time I have spent in the butane-propane business 
is measured in years I suppose I am still considered a fresh- 
man even in a young industry. However, the eight years 
that I have been operating my company have shown me 
conclusively that this is no fly-by-night business. Each pass- 
ing day convinces me more and more that only those dealers 
who strive constantly to keep abreast of the rapidly chang- 
ing picture such as fuel supply, customer reactions, com- 
petitive practices, are going to survive. Only those persons 
who apply the best of business principles and cost account- 
ing are going to make a profit. I remember when a dealer 
could put his receipts in his pocket and pay his bills from 
the same source, and still come out with a profit at the end 
of the month. Those days are gone. 

Three years ago the gas dealers in Texas realized that a 
well-rounded industry with a full sense of responsibility to 
the consumers would have to be dependent upon a coopera- 
















tive program. A medium was needed wherein the members 
would have the opportunity of meeting together at frequent 
intervals to exchange ideas, to plan new methods, and to lay 
the groundwork for the industry’s growth in Texas and to 
see that it developed along ethical and safe lines, and in the 
public’s interest. We found that vehicle in the Texas Butane 
Dealers Association. 


It is a full time organization with a full time manager 
and staff. It is now in its fourth year of service and enjoys 
a membership in excess of three hundred and this number 
is increasing monthly. 


Our Association is interested in all things affecting the 
butane-propane industry, either on a local, state or national 
level. Our committees have been extremely active in the 
fields of safety, insurance, legislation, ethics, advertising, 
new uses, technical developments, marketing, and many 
other functions that develop opportunely. We have devoted 
a great deal of time and effort to promoting and fostering 
the use of larger customer storage systems in Texas, as we 
feel that some practical solution must be found to store the 
summer-time surplus production in the Southwest for win- 
ter-time use. State-wide newspaper campaigns of display 
advertisements are being used currently which appeal direct 
to the customer to increase his storage capacities before 
next winter. Our request for participation in this program 
met with enthusiastic response. 


Once a year our Association holds an annual convention 
and trade show for the purpose of exchanging ideas, hear- 
ing outstanding industry speakers, enjoying fellowship, and 
renewing contacts with the various manufacturers who 
have exhibit booths in our trade show. This year the con- 
vention and trade show will be held in Galveston, Texas, 
and the dates are June 9, 10, and 11. 


In the year 1947, the Texas butane dealers will roll out the 
Welcome Mat with more enthusiasm and real friendship 
than ever before. We would like for every reader of this 
article to join us at Galveston in June for inspiration, in- 
formation, and informality. 
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RELIANCE 
REGULATORS 





ARE DESIGNED AND TESTED 
TO MAKE L-P GAS BEHAVE 


A Reliance Regulator will make gas 
behave in every conceivable regulating 
application in the liquid petroleum indus- 
try. The wide range of sizes with many 
variations of Reliance Regulators provide 
positive and uniform control for all pres- 
sure conditions in L-P gas lines. 


Since the birth of the L-P gas industry, 
Reliance Regulators have been preferred 
for their originality of design, by which 
positive lock-up and absolute control of 


AMERICAN 
Meters 
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steady outlet pressure are assured under 
variable loads and inlet pressures. 


Simplicity reduces installation costs, mini- 
mizes maintenance service, reduces size 
and weight for convenient handling. To 


make your L-P gas system behave, install 
Reliance Regulators. 


BULLETINS ARE AVAILABLE ON THE 
COMPLETE LINE OF APPROVED RELI- 
ANCE REGULATORS. 
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for insteut action! 


BASO... 
poised for swift shutoff! 


Set for the touch that whips it into snapping action, the mousetrap 

typifies the ever watchful BASO, poised for the instant when pilot flame failure 
swiftly clamps shut its steel-sprung valve. Immediately the flow of 

unburned gas through pilot and main burners is sealed off—harmless, safe. 
This is BASO—steady, reliable, guarding gas-fired appliances against 
any pilot flame hazard. Always be sure—always specify . . . 


BASO...The Automatic Safety Pilot 
Send for Bulletin—SB 300—"'Application of BASO’S” 









AILWAUKEE GAS SPECIALTY COMPANY ¢ MILWAUKEE 1, WISCONSIN 

















We Must Keep Selling 


The Idea of LP-Gas 


By L. A. BRAND 


Vice President, Empire Stove Co., Belleville, Illinois 


HE inability of LP-Gas distrib- 

utors to furnish ample supplies 
during the past heating season, 
plus the need for curtailing this 
fuel for house heating will have 
disastrous effects, unless an over- 
all effort is made to convince the 
public that the shortage is tem- 
porary and will be quickly alleviat- 
ed. Competition has already begun 
to bombard the industry and is 
taking advantage of the unfortu- 
nate position in which many dis- 
tributors find themselves. 

It is the natural tendency to 
procrastinate when there is small 
possibility of immediate remunera- 
tion for effort and money spent. 
The LP-Gas industry cannot afford 
to take a short sighted view on 
this problem. When speaking of 
this industry, we include all LP- 
Gas appliance manufacturers as 
well as those engaged in distribut- 
ing the fuel. 

Most of us realize the tremen- 
dous effort put forth to obtain 
public acceptance of LP-Gas, espe- 
cially for heating. During the past 
few years, millions of dollars were 
spent for this purpose by LP-Gas 
appliance manufacturers, distribu- 
tors and producers. After a hard 
and bitter fight our goal is attained 


JUNE — 1947 











and LP-Gas has general public ac- 
ceptance. Unfortunately, as con- 
cerns the producers and distribu- 
tors, it is another case of too little 
too late. We, as an industry, are 
not prepared for the huge expan- 
sion that has occurred. 

After reaching our goal, we find 
ourselves unable to reap the re- 
ward. It is a sad commentary. 
What can we do to cushion the 
blow? 

Many LP-Gas distributors have 
curtailed advertising, appliance 
manufacturers have curtailed their 
promotion, and, in many instances, 
have withdrawn. their field men. 
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LP-Gas distributors have dismissed 
their sales forces or reduced them 
to a minimum and have mailed 
cold blooded form letters to their 
customers and prospective custom- 
ers. Most of these letters were the 
type to discourage the further fu- 
ture use of LP-Gas. Few of them 
explained to the users that the 
shortage was temporary and that 
an extra attempt is being made by 
the distributors and producers to 
relieve the condition. Few of the 
letters and newspaper advertise- 
ments frankly admitted that more 
persons wanted to use LP-Gas for 
heating than had been expected and 
that the distributors and produc- 
ers would immediately make the 
necessary provisions to restore and 
expand service. 


Letters Had Wrong Approach 


These letters might well have 
been written by one man, as they all 
had the same impassive appeal. 
Most of them read as follows: 
“Due to a shortage of tank cars, 
we are forced to announce that 
we can supply no more LP-Gas to 
be used for heating.” Management 
might have profited by consulting 
their sales personnel before mak- 
ing these announcements. These 
letters and announcements have 
not been the kind to maintain pub- 
lic confidence and gain customer 
good will. 

Recently one of the large Mid- 
west electric utilities used a full 
page newspaper advertisement to 
explain to their customers, in large 
bold letters, that there was no 
shortage of electricity and that 
huge sums of money had been ap- 
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propriated for expansion to pre- 
clude any such shortage. They 
didn’t have to add that there is a 
shortage of LP-Gas and no visible 
effort or assurance from. LP-Gas 
distributors and producers to rec- 
tify it. The LP-Gas distributors 
and producers announced that with 
telling effect. 


Competition Making Deliveries 


A few days ago we received in- 
formation that 300 electric steam 
radiators and 400 electric wall 
heaters are now being produced 
daily by one company. Nothing to 
get too excited over, but it does in- 
dicate a trend. Oil companies are 
advertising a plentiful supply. In 
the past six months the records will 
indicate that manufacturers of oil 
burners and dealers selling oil bur- 
ners, have enjoyed the best busi- 
ness in their history. The coal in- 
dustry is again active, with huge 
sums of money appropriated for 
advertising improved uses of coal. 

If there is any doubt about their 
efforts being directed toward the 
elimination of gas for heating, it is 
recommended you procure the re- 
cent bulletin published by the coal 
institute or review any of the oil 
trade publications. These are com- 
petitors of the LP-Gas industry. 
Remember also that REA is a for- 
midable opponent. This concentrat- 
ed promotion cannot fail to have 
a detrimental effect, unless imme- 
diate preventative steps are taken. 

When a new oil burner, oil fur- 
nace or coal furnace installation is 
made, there is little chance of re- 
placing it with LP-Gas for many 
years. Many such _ installations 
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future uncertainties. 





If we don’t KEEP SELLING THE IDEA OF GAS, 
electric and oil burner salesmen are going to walk 
off with business that normally belongs to gas. 
The accompanying article by Mr. Brand is very 
timely. It hits the LP-Gas industry squarely be- 
tween the eyes and should have a far-reaching effect 
in changing the attitude of dealers who have al- 
lowed the misfortunes of one winter’s shortage to 
dim their entire future outlook. 

Don’t scare your customers nor your prospects with 


Keep selling GAS to the world!—EDITOR. 











ean be delayed until LP-Gas is 
available, if the LP-Gas distribu- 
tors and producers will continue to 
promote it for heating and advise 
their customers that LP-Gas, in 
the future, will be available in 
quantities sufficient to meet all re- 
quirements. 

An LP-Gas heated home is cer- 
tainly one which will eventually 
use the fuel for water heating, 
cooking and refrigerating. The 
door is almost closed to competi- 
tion. A home heated by other fuel 
is wide open for the replacing of 
LP-Gas cooking, water heating. and 
refrigerating appliances with those 
using competitive fuel. 

LP-Gas appliance manufacturers 
have done a magnificent job and 
are largely responsible for the na- 
tional acceptance of LP-Gas for 
the four big jobs of house heating, 
cooking, water heating and refrig- 
erating. These manufacturers do 
not deserve to be let down. Most 
of them, with a little encourage- 
ment from the LP-Gas distributors 
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and producers, will continue their 
promotion. 

It is important that these appli- 
ance manufacturers keep their or- 
ganizations intact; otherwise, they 
will be unable to supply LP-Gas 
producers and distributors with ap- 
pliances to consume the gas when 
it is again available. To accom- 
plish this, LP-Gas producers and 
distributors must take the appli- 
ance manufacturers into their con- 
fidence. No sane business man 
will approve the expense of keep- 
ing an organization together dur- 
ing a dormant stage, unless there 
is justification. He is justified only 
if there are prospects of relief and 
profit in the not too distant future. 

To survive this period, LP-Gas 
appliance manufacturers must co- 
operate fully with LP-Gas distribu- 
tors and producers in continued 
promotion. The distributors and 
producers must tell the public of 
corrective measures and their ex- 
pansion programs and must con- 
tinue to advertise and promote. 





57 





To provide summer storage, to 
prevent gas shortages, as encoun- 
tered during the past winter, dis- 
tributors must install on custom- 
ers’ premises, tanks with minimum 
storage capacity of 1000 gallons. 
The alternative is capital invest- 


ments for sufficient bulk storage. 


Few LP-Gas distributors can af- 
ford this. 

Until the LP-Gas distributor can 
solve his problem, producers must 
relax their two to one ratio. It is 
not fair to the LP-Gas distributor 
to force him to restrict his business 
because of a condition not entirely 
within his control. We doubt if 
the job could have been done, if 
at the beginning, customers were 
told that it would be necessary for 
them to spend the sum of money 
for storage of gas that a 1000- 
gallon storage tank represents. 


The Public Will Respond 


Public acceptance was obtained 
by making it easy at the begin- 
ning for as many as possible to 
use LP-Gas. Now that the accept- 
ance has been achieved, not too 
much difficulty will be experienced 
from requiring larger initial ex- 
penditures by prospective custom- 
ers. 

The LP-Gas distributors and 
producers must maintain intact 
their sales and advertising depart- 
ments so that proper use can be 
made, when possible, of present day 
public acceptance. The distributors 
and producers must work with 
their associates, the appliance 
manufacturers, keeping them in- 
formed, without any of the usual 
restrictions, as to just what can 
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be expected in the way of increased 
LP-Gas appliances. 

Let us not see this fine industry 
take a back seat because of our 
neglect and a regrettable combina- 
tion of circumstances, partly un- 
controllable. Rather, let us pool our 
ingenuity, our common sense and 
drive forward toward the goal we 
have been seeking. 





CALENDAR 


June 9-11—Texas Butane Dealers Associa- 
tion. Buccaneer Hotel. Galveston, Texas. 


June 20-21—Arkansas Butane Dealers As- 
sociation. Lafayette Hotel. Little Rock. 


Sept. 3-5—University of Tulsa LP-Gas 
Short Course. Tulsa, Okla. 


Sept. 8-10—Southwestern LP-Gas Conven- 
tion and Appliance Show (Oklahoma 
LPGA). Skirvin Hotel. Oklahoma City, 
Okla. 


Sept. 15-17—National Butane-Propane As- 
sociation Convention and Exhibits. Jef- 
ferson Hotel. St. Louis, Mo. 


Oct. 6-8—American Gas Association An- 
nual Convention. Cleveland. 


Oct. 9-10—Missouri 
Jefferson City, Mo. 


LP-Gas_ Association. 


Oct. 10—California Natural Gasoline Asso- 
ciation. Fall Meeting. Ambassador Hotel. 
Los Angeles. 


Oct. 20-21—Kansas Liquefied Petroleum Gas 
Association. Hotel Broadview. Wichita. 


Dec. 3—Wisconsin Liquefied Petroleum Gas 
Association. Annual Meeting. 
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Wm. K. Warren Named 1947 Hanlon Award Winner 


HE Hanlon Award, highest 

honor in the natural gasoline and 
cycling industries and one of the 
ranking merit awards in the petro- 
leum industry, was conferred on 
William K. Warren, president, War- 
ren Petroleum Corp., Tulsa, Okla., 
at the 26th annual convention of the 
Natural Gasoline Association of 
America held in Dallas, Texas, 
April 23-25. 

Mr. Warren is the eleventh re- 
cipient of the Hanlon Award which 
is sponsored by the NGAA each 
year for outstanding service to the 
natural gasoline and cycling in- 
dustries. 


Performed Vital Services 


Presentation was made by NGAA 
President J. H. Dunn, president of 
The Shamrock Oil and Gas Corp., 
Amarillo, Texas. The citation read 
in part: “ ... This man grew up 
with the natural gasoline industry 
and played an outstanding part in 
broadening and stabilizing the mar- 
kets for its products. His sponsor- 
ship and financing of a huge stor- 
age program enabled many manu- 
facturers, from whom he purchased 
their annual output, to continue 
operating their plants in times 
when other demand for their prod- 
ucts had reached the vanishing 
point.” 

Mr. Warren is a native of Nash- 
ville, Tenn., where he received his 


(See Page 65 for NGAA meeting report.) 
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W. K. WARREN 





Hanlon Award Winner 


education. He went to Oklahoma 
in 1916 and followed the oil booms 
in Burkburnette and Breckenridge, 
Texas. He returned to Tulsa in 
1921 to head the oil and gas de- 
partment of the Gilliland Oil Co., 
later the McMann Oil & Gas Co. In 
1922 he opened his own office and 
became the first sales representa- 
tive dealing solely in products of 
natural gasoline plants. 

From this beginning came the 
Warren Petroleum Corp., celebrat- 
ing its 25th anniversary this year, 
and which is now one of the largest 
producers and marketers of natural 
gasoline products in the world. 
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Appliances Ready for Delivery 


Are Best Selling Tools 


LORIDA’S homes are scattered over 

a wide territory. A large percentage 
of them are located beyond city gas 
mains or electric lines. The question 
is no longer whether or not. to use 
gas. It has resolved itself into a de- 
cision regarding what gas to use. 

The Green’s Fuel Co., Sarasota, 
Fla., puts out an attractive advertis- 
ing folder, decorated appropriately 
with wide green stripes. It contains 
the positive statement that 20,000,000 
American housewives have voted for 
gas as the ideal fuel, while more than 
16,000,000 now use it for cooking. 

“The average individual spends half 
of his time in the home,” states the 
booklet, “hence modernizing and in- 
creasing home comforts are prime 
requisites.” 

J. B. Green foresaw this condition, 
and cashed in on it. He developed an 
underground system for utilization of 





The fleet of trucks owned by Brook Gas Co., Miami, Fla. 





By MINNETTE LAKE WARREN 


liquefied petroleum gas and fuel gas 
was his solution of the four-fold home 
comfort problem—heating, lighting, 
cooking and refrigeration. The house- 
wife’s elements of drudgery have 
been skillfully vanquished. No more 
laborious wood-sawing and splitting, 
coal-shoveling, ice “toting,” and pol- 
ishing of lamp chimneys! They have 
all been relegated to past history. 
“This is a new world for the home- 
maker,” remarked J. W. Durden, gen- 
eral manager of the Brook Gas Co., 
Miami, distributor of Green’s fuel for 
south Florida. “Down here, where 
winter treats us to some chilly blasts 
now and then, there is nothing com- 
parable to gas heat, which can be 
started or cut off so quickly. Gas is 
equally satisfactory for the other 
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Delivering fuel for housing project. 


three major requirements, making the 
home a better place to live in. All- 
gas homes are no longer merely a 
dream of the dealer. They are a luxu- 
rious reality. We direct our trade 
campaign straight toward them, and, 
believe me, it pays.” 

Mr. Durden, familiarly known as 
“Jimmie,” has - demonstrated the 
soundness of his theories. Less than 
two years have elapsed since the 
Brook concern opened for business on 
Northwest Seventy-second St. It has 
grown at an almost unprecedented 
rate. “All-gas homes” may be re- 
garded as the trade slogan. Adver- 
tisements—and Jimmie Durden is a 
consistent advertiser—-feature the 
line, and make every effort to im- 
press the idea on the buying public. 
Many such homes are now serviced 
throughout Dade and Monroe counties 
and additional installations are made 
daily. 

The “how-and-why” of any trade 
build-up is always fascinating, not 
merely to other dealers, but also to 
the observer. Jimmie Durden insists 
that hard work is an outstanding ele- 
ment in the Brook success; but there 
is nothing essentially novel about 
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that. Other firms have put strenuous 
effort behind their various enter- 
prises without the triumphant results 
characteristic of the Brook. Other in- 
dustries have also trained their per- 
sonnel thoroughly in both salesman- 
ship and the important art of cour- 
tesy; and the majority of dealers 
have done considerable newspaper ad- 
vertising, without always reaping vic- 
torious laurels. Wherein, then, is the 
success formula to be found? 

“T really believe that a stock of gas 
appliances is the answer to that one,” 
laughed Mr. Durden. “You see, we do 
everything possible to draw people to 
our display room. We have about 
30,000 square feet of floor space. In- 
cidentally, our plant, adjoining the 
main building, is of equal size, and 
we own both! Our advertising always 
stresses items that we have in stock, 
ready for immediate delivery, and we 
carry the best appliances on the mar- 
ket. A low-priced article of inferior 
make may bring in trade, tempora- 
rily, but will invariably lose custom- 
ers in the end. Our policy is to handle 
the highest grade of merchandise 
only. 


“Naturally, when a_ prospective 
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customer comes into oyr store, we 
are prepared to emphasize the mer- 
its of gas, as well as the appliances,” 
he continued. “We are equipped to 
take care of all requirements. No 
heating problem is either too small 
or too large for us, from the radiant 
unit to centralized plants, or air- 
conditioning furnaces; and we can be 
equally persuasive in the sales talk 
on apparatus for lighting or cooking, 
and refrigeration. Any purchaser of 
a single item utilizing gas is a defi- 
nite prospect for a fully gas-equipped 
kitchen and the all-gas home, and we 
never lose sight of that idea.” 

The Brook Co. has not neglected 
the potentialities of large industries, 
however. The size and nature of their 
installation equipment is evidence of 
this. For example, the fleet of trucks 
operated includes one that carries a 
huge crane which can be handled by 
two men for the installation of a 30- 
foot tank. This particular truck cost 
the tidy sum of $11,000. It is the prize 
gem in a setting of seven less osten- 
tatious delivery vehicles. 

Mr. Durden claims that Green’s 
underground system is easily in- 
stalled, and appliance service is un- 
interrupted during the process of re- 
filling the individual tanks. The 
amount in the tank, amount used 
daily, and amount delivered are all 
registered by automatic gauge. 


Systems Are Storm-Proof 


“Our tropical hurricanes are not 
likely to do the system any damage,” 
explained “Jimmie,” who talks con- 
vincingly of the Green product; “and 
when lights go out and electric ranges 
refuse to work during a storm period, 
our all-gas homes are pretty sure to 
go right on as though there were no 
100-mile-per-hour gales to interrupt 
service elsewhere. When a housewife 
has once tried gas, and especially 
Green’s fuel, she could scarcely be 
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induced to change to any other me- 
dium.” 

The Green’s Fuel Distributors for 
Florida held their semi-annual con- 
vention at the Brook concern last fall. 
It was an enthusiastic gathering, in- 
cluding nearly 100 delegates. 

Officers of the organization for the 
ensuing year are Kenneth H. Koach, 
Sarasota, president; Walter Moody, 
Fort Myers, vice president; and H. A. 
Hammer, Fort Pierce, secretary and 
treasurer. 


Coast Guard and ICC Issue 
New Regulations 


According to a recent legislative 
bulletin issued by Arthur C. Kreutzer, 
counsel for the LPGA, the following 
regulations have been issued: 


Coast Guard Regulations 


The Coast Guard has published reg- 
ulations covering the use of LP-Gas 
for cooking and heating on vessels. 
The regulations became effective May 
1, 1947, and are contained in the Fed- 
eral Register of April 24, 1947. Copies 
of the Federal Register may be se- 
cured from the Superintendent of 
Documents, Government Printing Of- 
fice, Washington 25, D. C. 


ICC Regulations 


The ICC in Ex Parte No. 104 has 
ruled that the “privately owned tank 
cars used by railroads (in considera- 
tion of mileage allowances) in the 
carrying out of their common carrier 
obligations with respect to the trans- 
portation of liquid commodities are 
instruments of transportation and, 
when they are temporarily withdrawn 
from transportation service to under- 
go repairs on respondents’ repair 
tracks, or on the owner’s repair 
tracks, they do not become property 
subject to transportation charges 
within the meaning of Section 6 (7) 
of the act.” 
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Delivery Costs Drop 
With Large Consumer Tanks 


AN active campaign to convince the 
LP-Gas industry and the consum- 
er, that small tanks on users’ prem- 
ises are a disadvantage to all con- 
cerned was outlined April 11 at a 
meeting of a special committee, head- 
ed by Charles Monroe, Perry, Okla., 
and adopted the same day at a meet- 
ing of the board of directors of the 
Oklahoma LP-Gas Association, Fred 
L. Yates, executive secretary reports. 
LP-Gas dealers were urged to at- 
tend a series of Oklahoma meetings 
scheduled to start at Enid, April 30 
and to continue at Guymon, May 1; 
Clinton, May 6; Lawton, May 7; Du- 
rant May 8; Oklahoma City, May 13; 
McAlester, May 14; Tulsa, May 15. 
The board of directors authorized 
the special committee to have posters, 
sample advertising material, and oth- 
er literature prepared for presenta- 
tion at the series of meetings. In pre- 
paring the literature the committee 
used as a basis material gathered by 
officers and committees of the Okla- 
homa, Kansas and Texas associations. 
Facts compiled from these sources 
show that the cost of delivering LP- 
Gas to small consumer tanks costs 
the dealers 15 to 18 cents per mile, 
counting all elements such as invest- 
ment, salaries of drivers, deprecia- 
tion and repair on equipment and 
similar necessary items. Compilations 
also show that fewer trucks are re- 
quired to serve a given number of 
consumers having larger tanks of 500 
gallons and over and that better satis- 
fied customers will result, since in 
average cases two fillings of a con- 
sumer’s tank per year will be suffi- 
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cient and he is less likely to suffer 
fuel shortages in the winter. 

“The purpose of our meetings, while 
two-fold, is primarily to ascertain 
just how far the dealers are willing 
to go in carrying newspaper, radio 
and circular advertising in their com- 
munities and in personally carrying 
the message of larger tanks to their 
customers” said Mr. Yates. “We will 
present the facts to them as we have 
ascertained them in our series of 
studies so that they will be in a posi- 
tion to convince their customers that 
it is to their advantage to provide 
larger consumer storage on their 
premises, if their present storage 


facilities are inadequate. 


“We also hope to contact appliance 
dealers who do not sell or deliver LP- 
Gas and show them, also, that it is 
to their advantage to discontinue the 
sale of small tanks and encourage use 
of the larger ones. We believe that 
if dealers and consumers will follow 
our program the recurrent shortages 
of LP-Gas will be ended.” 


New LP-Gas Agency Established 


Sherman Spradling of the Gould 
Lumber Co., and L. L. Carrell, former 
employe of the Gould Motor Co., are 
establishing a butane and propane 
agency at Gould, Okla., under the 
name of the Tri-County Gas Co. The 
firm has purchased a new 1947 GMC 
truck with twin tanks of 750 gallons 
each. 
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Current Problems, Future Plans 





Discussed at NGAA Convention 


R. Williams, manager of the 

s oil and gas division of the Chi- 
eago Corp., Corpus Christi, was 
elected president of the Natural 
Gasoline Association of America, 
holding its annual meeting at the 
Baker hotel, Dallas, Texas, April 
24-26. He succeeds J. H. Dunn, 
Shamrock Oil and Gas Co., Ama- 
rillo. 

Election of new officers followed 
the presentation of the Hanlon 
Award, the natural gasoline indus- 
try’s highest honor, to William K. 
Warren, president, Warren Petro- 
leum Co., Tulsa. (See Page 59.) 





NEW NGAA OFFICERS 


President—C. R. Williams. 

Vice Presidents—Henry Brown, R. 
D. Gibbs, James E. Pew, A. H. 
Weil. 

Secretary-Treasurer—Wm. F. 
Lowe. 











It was in recognition of Mr. War- 
ren’s outstanding service to the 
natural gasoline and cycling indus- 
tries. 

Four new vice-presidents also 
were elected—Henry Brown, Mid- 
land Gasoline Co., Houston; R. D. 
Gibbs, Union Oil Co., Los An- 





Officers for 1947-48 of Natural Gasoline Association of America (left to right): William 
F. Lowe, secretary; James E. Pew, vice president; C. R. Williams, president; Henry M. 
Brown, vice president, and Albert H. Weil, vice president. 
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geles; James E. Pew, Sun Oil Co., 
Philadelphia, and A. H. Weil, 
United Gas, Shreveport. William F. 
Lowe, Tulsa, was re-elected secre- 
tary-treasurer. 

John Heinzerling, Vinson Supply 
Co., Tulsa, was named president of 
the Natural Gasoline Supply Men’s 
Association. 

J. H. Dunn, retiring president, dis- 
cussed “Shortages” in one of the 
principal papers read. He pointed 
the way for more effective conserva- 
tion by the natural gasoline industry 
and stated that “the instability of the 
products market had forced prema- 
ture abandonment of many natural 
gasoline plants. But many more have 
been built for the same reason. Real 
conservation requires that this situa- 
tion be remedied, and it should be 





our hope that the future will bring 
competitive prices for our products 
on the basis of a steady flow into the 
overall petroleum products picture. 
Then and only then can it be ex- 
pected that the independent natural 
gasoline plant operator will be able 
to finance his plant and by prudent 
operations secure his proper place in 
the industry. 

“The general situation in the in- 
dustry has been greatly improved in 
recent years as a result of its having 
been able to get away from its one 
product dilemma. Today we enjoy 
reasonably satisfactory markets for 
propane and butane as mixtures in 
LPG and also in pure form. The de- 
mand for these products has devel- 
oped rapidly on a basis which is in- 
dependent of refinery requirements.” 








GENERA 


GAS CURPL 


Bulk plant and transfer facilities of G. M. McClellan at Concordia, Kan. The McNamar 
storage tank has a capacity of 18,081 gals. and the pump is a Corken, Other McClellan 
bulk plants are located in Salina and Plainville, Kan. 
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Supply and Demand 





The Outlook for Liquefied Petroleum Gas 


By GEO. R. BENZ 


Manager, Chemical Products Department, Phillips Petroleum Co., 
Bartlesville, Okla. 


OR purposes of this discussion 
and so that we may all be think- 
ing alike as regards product spe- 
cifications, the following are defi- 
nitions of the principal accepted 
grades of liquefied petroleum gas: 


1. Commercial Propane: A product 
containing 95% minimum of pro- 
pane and/or propylene and dehy- 
drated to pass the standard test 
for dryness. The vapor pressure 
at 100°F. should not exceed 200 
psig. The chemical formula of 
propane is CsHg and for propy- 
lene Cs3Hg and they are usually 
referred to as C3 hydrocarbons. 


2.Commercial Butane: A _ product 





THE ENTIRE LIQUEFIED PETRO- 
leum gas industry has been waiting for 
the message Mr. Benz brings in the ac- 
companying paper. It discusses the all- 
important question of future fuel supply 
and explains the reasons for last winter’s 
shortages. 


There may be some continuing short- 
ages next winter, but new production is 
struggling to avert it. New tank cars 
promised and larger storage at points of 
use will help. 


But LP-Gas, especially butane, is defin- 
itely a premium fuel now and if our 
industry is going to get all it needs it 
must outbid other demands. That means 
price rise! 

Mr. Benz’s paper was delivered before 
the Transmission Section of the AGA 
Natural Gas Department in Chicago May 1. 
—Editor. 


composed essentially of butanes 
(isobutane, normal butane, and 
butylenes), with lesser amounts 


of propane and/or propylene, and has grown tremendously. Sales of 
with a vapor pressure not in ex- 


: ° liquefied petroleum gas increased 
chemieal formula for iso and nor. {TOM only 465,000 gallons in 1926 
mal butane is CyHio and for buty- to an estimated 1,425,000,000 gal- 
lenes CyHg. They are Cy hydro- lons in 1946. Figure I shows the 
carbons. increase in demand by years. Of 
3. Propane-Butane Mixtures: A mix- particular interest is that the 1946 
ture of the above. The usual estimated sales were 33.5% greater 
products are those having vapor than the sales in 1945 and more 
pressure at 100°F. of 80 psig than 3 times the sales in 1941, the 
oo — and 100 psig jast full year of production and 
(winter grade). sales prior to the war. 
Demand The increase in demand by gas 
During the past 20 years the utility companies which has been 
liquefied petroleum gas industry from 1,500,000 gallons in 1928 
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to an estimated 
80,000,000 gal- 
lons in 1946, or 
5300%, is shown 
in Figure 2. 

The increasing 
demand by gas 
utilities has re- 
sulted from use 
by small town 
gas plants dis- 
tributing undi- 
luted propane, 
or air diluted 
butane or propane, for peak shav- 
ing, for standby to natural gas, for 
underfiring coke ovens, for cold en- 
richment of low Btu gas, for re- 
forming and for re-enrichment at 
or near ends of long manufactured 
gas transmission lines. The major 
portion of the large increase since 
1940 has been for enrichment, peak 
shaving, underfiring ovens and 
standby purposes. 

Sales for household purposes 
were estimated to be 763,000,000 
gallons in 1946, an increase of 
43.1% over 1945, and for indus- 
trial purposes 257,000,000 gallons, 
an increase of only 0.2% over 1945. 
Sales for chemical purposes in 
1946 were estimated to be 325,- 
000,000 gallons, an increase of 
44.8% over 1945. 

1946 sales to gas utility com- 
panies showed the greatest in- 
crease (48.6%) over 1945 and sales 
to chemical concerns were next 
with a 44.8% increase with an 
exceedingly heavy concentration of 
such sales along the Gulf Coast 
with deliveries for the most part 
by pipe line. 

Future sales of liquefied petro- 





GEO. R. BENZ 
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leum gas are expected to continue 
to increase at a healthy rate and 
for the next few years to be held 
quite closely to the ability of the 
petroleum industry to obtain long 
distance transportation (pressure 
tank cars, barges, pipe lines and 
tankers) as well as equipment and 
other facilities for recovery, treat- 
ing and storing the product at 
manufacturing plants. 


There is a very definite trend 
towards the use of more and more 
propane as compared with mix- 
tures or butane. This trend is ex- 
pected to continue. Hence the con- 
sumer that installs storage suit- 
able for propane is the one which 
will secure maximum long time 
utility from his investment, since 
butane and mixtures can also be 
stored in tanks suitable for pro- 
pane. 


Supply 

Except for the past winter and 
winters of the war years, the sup- 
ply of liquefied petroleum gas to 
date has been adequate with an 
oversupply during much of the 
time, especially during the spring 
and summer months. The past few 
winters’ shortages have for the 
most part been due to a lack of 
pressure tank cars caused by their 
high priority war uses or in the 
case of last winter, by delays in 
deliveries of new cars. 

However, in certain local areas 
where the market requirements 
have been supplied entirely by tank 
truck direct from a local gasoline 
plant or refinery, the demand has 
now reached a point where avail- 
able production is oversold and out- 
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All these ... and more too 
to help you sell 7@PPA/? LP Gas Ranges 


@ Telling the Tappan sales story 
regularly to 30,000,000 national 
magazine readers means thousands 
of new LP Gas prospects for every 
Tappan dealer. 


But there are other helps, too. A 
special LP Gas poster (36” x 28”), 
window and floor displays, inside 


and outside store identification 
signs, newspaper mats and cuts... 
and the only one of its kind—the 
Tappan LP Gas Sales Maker. This 
unusual booklet shows you how to 
change prospects into customers 
... gives a complete and easily under- 
stood presentation that closes thesale. 


., 


For 66 years, makers of fine ranges 
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side supplies must be imported by 
large transport or by tank car if 
further increases in sales are to 
be made. This naturally poses some 
price problems for the distributor 
who is faced with such a predica- 
ment. 

When liquefied petroleum gas 
was first marketed in volume, about 
20 years ago, it was largely a waste 
material to the gasoline plant op- 
erator. Relatively small investment 
was required to make a marketable 
liquefied petroleum gas _ product. 
Now, however, liquefied petroleum 
gas is no longer a byproduct but a 
co-product requiring large invest- 





‘ 


ment in plant facilities to make 
additional quantities available. 

It has been estimated that there 
are some 14,400,000,000 gallons 
per year of Cs and Cs hydrocar- 
bons potentially available at gaso- 
line plants, cycling plants and at 
refineries of which 9,360,000,000 
gallons are at refineries. This total 
is approximately 10 times the 
amount marketed in 1946. To “dig 
deeper” into this huge potential 
supply of Cs and C4 hydrocarbons 
and make them available, the pro- 
ducer must invest more capital in 
manufacturing facilities for, as the 
rate of recovery or extraction in- 
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John Zink Floor Furnace 














That Amazing 
JOHN ZINK [4 
FLOOR FURNACE 


This amazing floor furnace can’t be beat for 
healthful, comfortable and economical home heat- 
ing. Large, full length combustion chamber gives 
uniform warm air temperature without overheat- 
ing. Proper design makes possible a light air hood 
which is easily removed for cleaning. The burner 
is made of high grade cast iron and is equipped 
with a pilot light. Available with automatic or 


manual controls. 


UNIT HEATERS and CONVERSION BURNERS 


Write for Literature 


JOHN ZINK COMPANY 


4401 South Peoria 
New York Salt Lake City 
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New No. 30 


for BUTANE 


30,000 
Btu hr. 


= 
Safe—Sound 
Simple to Operate 
Easily Installed 


Tulsa 1, Oklahoma 
Los Angeles Houston 
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(fot of friends 


oN —Dick Keating 
“ress Ss ee tian eens 
PERFECTLY FRIED FOODS COMPLETE LINE to meet each 
FRIED FASTER AND individual need best. Prompt 
MORE ECONOMICALLY delivery. 
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creases, the investment and oper- 
ating cost likewise increases. Fur- 
thermore, nearly all of the poten- 
tial supply available is now being 
used for some purpose and little 
sent to the flare, such uses being 
for plant or refinery fuel, for main- 
tenance of Btu of natural gas, 
especially where such natural gas 
has a high nitrogen content, for use 
for repressuring purposes at cycl- 
ing plants, for the manufacture of 
motor fuel and for the manufac- 
ture of carbon black. 

Hence, if this potentially avail- 
able supply of Cs and C4 hydrocar- 
bons is to be utilized by the lique- 
fied petroleum gas industry a suf- 
ficient price incentive must be cre- 
ated to divert it from present uses, 
including a satisfactory payout on 
the producer’s investment needed 
to make the hydrocarbons into spe- 
cification products and to trans- 
port them to the consumer or dis- 
tributor. Due to the increase in 
material and labor costs and in the 
alternate values of Cz and Cs hydro- 
carbons, the incentive needed is 
now greater than at any time in 
recent years. 

An example of the approximate 
investment cost for a refiner plan- 
ning to recover 8 car loads of pro- 
pane per day, is as follows: 


Recovery, treating and load- 


ing equipment .......... $ 700,000 

Storage (5 days’ produc- 
WE Ub bitancsennsts thn 180,000 
Pressure tank cars ........ 1,110,000 
$1,990,000 


The petroleum industry confi- 
dently expects to find new oil and 
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gas fields; however, as the search 
continues and deeper and deeper 
horizons are explored, the cost of 
new oil and gas supplies neces- 
sarily increases and consequently 
the presently marketed volume, 
plus the newly found and marketed 
supplies, must carry the cost of this 
exploratory effort. The first incre- 
ment of propane obtained from new 
plants built in new fields will, of 
course, be lower cost than pro- 
duction at many presently operat- 
ing plants having a high rate of 
extraction. 


Production from 480 Plants 


Twenty years ago there were less 
than 10 plants producing liquefied 
petroleum gas whereas today there 
are about 480 plants located in 22 
states. Moreover, there are approx- 
imately 40 liquefied petroleum gas 
recovery plants under construction 
or definitely projected for construc- 
tion within the next 18 months. 
These plants, plus expansion at 
existing plants, are expected to add 
845,000 gallons per day by the 
end of 1947 and another 1,250,000 
gallons per day during 1948. 

The consumer use’ of liquefied 
petroleum gas has continued to ex- 
pand because of the relatively 
quicker delivery of lighter con- 
sumer equipment needed to store, 
handle and utilize liquefied petro- 
leum gas as compared with the 
much slower and more difficult pro- 
curement of heavier and more spe- 
cial equipment needed to recover, 
treat and transport liquefied pe- 
troleum gas. Although the liquefied 
petroleum gas demand at present 
appears to be satisfied, it is ex- 
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pected that the demand will con- 
tinue to increase and exceed the 
supply and transportation in the 
next 6 to 12 months, especially 
during the coming fall and winter. 

The liquefied petroleum gas pro- 
ducers are doing everything pos- 
sible to hasten completion of man- 
ufacturing projects now under way 
and to expedite delivery on trans- 
portation equipment on order. 

A factor of significance to the 
future supply is the increased in- 
terest in modifications of the Fisch- 
er-Tropsch process for converting 
dry natural gas into motor and 
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diesel fuels, liquefied petroleum gas 
and alcohols. One process can pro- 
duce about 66 gallons of liquefied 
petroleum gas per 1000 gallons of 
motor fuel. Two plants are planned 
for early construction for conver- 
sion of natural gas into motor 
fuels and other products having a 
reported combined motor fuel, ca- 
pacity of approximately 12,000 bar- 
rels per day. 

Large quantities of natural gas 
marketed today contain appreciable 
amounts of inerts, nitrogen and 
carbon dioxide. Certain fields pro- 
duce natural gas containing as 
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YOU DON’T HAVE TO WAIT 
at DALLAS TANK 


We've plenty of 41”, 48” and 572” diameter ECONOMY aboveground Propane 
Tanks ready and waiting at Dallas Tank for spot orders. These tanks hold 
' 150, 250 and 430 water gallons. Each one is A.S.M.E. Code constructed and 


Underwriter’s approved. 


ip” 
raf) TAN 
ras QUICK MANUFACTURE ano REASONABLE PRICES : 


DALLAS TANK COMPANY, Inc. 


P.O. BOX 5387 * RIVERSIDE 5001 ° DALLAS 2, TEXAS 
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Now READY. » » ANEW CATALOG 


= \ of superior 


nm VALVES, 
FITTINGS and ACCESSORIES 


This new catalog illustrates and describes 
SUPERIOR cylinder valves. Also globe, 
line and angle valves—diaphragm pack- 

less and wing cap—n flare or sweat sizes; 
sight glasses, suitable for any normal LP- ~=3. 
Gas pressure; and a complete line of 3 
LP-Gas Fittings and Accessories. 





Write for Your Copy of Catalog LP-9 Today 


CHECK THESE SUPERIOR FEATURES | 
4. €tched name and handwheel retainer plate 
. Octagon grip handwheel—easy to operate - . 
4. Husky one-piece lower stem 
4. Improved construction for locking seat securely 
5. Generous opening permits rapid filling of cylinder 
6. New, unique safety relief construction 
7. Body seat design minimizes wear of vital parts 
8. Strong spring assures positive valve. nening 
9. Sturdy forged brass body 
10. Multiple metal diaphragm forms positive pressure sea 
in Morabsocmnetel backseat when valve is fully opened 





utomer may ok speciol printing, 
~ and own trade name {special to order). 


+ 








Superior LP-Gas Cylinder Valves are listed 
as Standard and for Re-examination Service 
by Underwriters’ Laboratories, Inc. 


_SUpePiOr “itie co_ BS 





1509 WEST CiSeRT Y ave ., PITTSBURGH 26, PENNA 


OFFICES IN PRINCIPAL CITIES - STOCKS: CHICAGO (6) + LOS ANGELES (15) + JOBBERS EVERYWHERE 
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FIGURE 3 





Maximum Ethane- 

Type of Vapor Pressure Normal Butane Ethane-Propane 
Tank Car PSIG at 105 F Mixture Mixture 
105A300 225 Ethane 25% Ethane 6% 

n-Butane 75% Propane 94% 
105A400 300 Ethane 34% Ethane 20% 


n-Butane 66% 


Propane 80% 














much as 10% nitrogen and other 
inerts. 

Since most natural gas sold re- 
quires the maintenance of a certain 
minimum Btu, 970 for example, it 
is obvious that when inerts are 
present that large amounts of 
ethane, propane and in some cases 
butane, must remain in the gas sold 
to distributing concerns. It seems 
quite likely that in the future 
blends of ethane and propane or 
ethane and butane may be used 
for certain special liquefied petro- 
leum gas applications. For exam- 
ple, ethane-propane mixtures and 
ethane-butane mixtures can be 
shipped in ICC-105A400 and 105A- 
300 tank cars, see Figure 3. These 
types of cars are currently em- 
ployed for the transportation of 
propane. 


Transportation 


The transportation of liquefied 
petroleum gas in bulk is by tank 
car, transport truck, pipe line, 
barge or tanker or by combinations 
thereof. Pipe lines move huge quan- 
tities of Cs and Cs hydrocarbons 
for chemical use and for further 
processing into motor fuels. A 
little over half of the liquefied pe- 
troleum gas marketed for industrial 
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heating, gas manufacturing by 
utility companies and for house- 
hold purposes is transported’ by 
tank car. 

There are approximately 4000 
pressure tank cars in liquefied pe- 
troleum gas_ service, excluding 
about 350 in the synthetic rubber 
program, of which 3000 are of 
ICC-105A specification, or suitable 
for propane. There are on order 
approximately 3300 105A cars and 
the average raté of production is 
about 200 cars per month, or 30% 
of the car builders’ capacity to 
produce. Shortages of material and 
critical demands for underframes 
for other seriously needed types 
of railway cars (box cars, for ex- 
ample) are delaying completion of 
badly needed liquefied petroleum 
gas tank cars. 

One company has announced the 
acquisition of a 6700 ton dry cargo 
ship and conversion to handle li- 
quefied petroleum gas. It is re- 
ported that this ship is scheduled 
to be ready for its first liquefied 
petroleum gas movement this com- 
ing fall. Several companies are 
actively studying possible large 
scale barge transportation of lique- 
fied petroleum gas. 

Due to the critical shortage of 
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pressure tank cars both during the 
war years and the past two winters, 
a great impetus has been given to 
long distance transport trucking 
of liquefied petroleum gas from 
refineries, gasoline plants and pipe 
line terminals. It is expected that 
when pressure tank cars are again 
in adequate supply that certain of 
this trucking will be diverted to 
rail movement in order to reduce 
costs. 

The outlook for adequate trans- 
portation during the next 12 
months is not too encouraging; 
however, thereafter transportation 
should not be a problem since de- 





liveries on new transportation can 
be planned and timed to coincide 
with completion of new liquefied 
petroleum gas producing facilities. 


Prices 


In 1926 the propane tank car 
price was in the neighborhood of 
11 cents per gallon, f.o.b. Group 3. 
During the 15-year period ending 
in 1941 the tank car price grad- 
ually declined, as sales increased, 
to a low of about 20-25% of this 
price, at which level prices were 
frozen by the OPA in the fall of 
1941. 


In the past there have been no 
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THE NEW 
LAWSON 


Cee 


CAN BE EQUIPPED TO BURN 
LIQUIFIED PETROLEUM GAS 


Lawson’s appealingly designed Concealed 
Control gas water heater is fully automatic 
with complete thermostatic control. It oper- 
ates on the external flue principle with the 
entire unit heavily insulated with Fiberglas, 
thus achieving fuel economy. 


This heater is built for efficiency and long 
life. Raised, drilled port type burner pre- 
vents clogging by dust or dirt and provides 
flame uniformity. Tank is of double extra- 
heavy galvanized steel with heavy copper 
dip pipe. The smartly designed exterior is 
finished in gleaming white, baked-on ena- 
mel with chrome and black trim. 


Positive action safety pilot control assures 
complete security in operation. All controls 
are enclosed in the unit, protecting them 
against accidental misadjustment. 


Models especially engineered to use L. P. gas 
are available in 20, 30 and 40 gallon sizes. 


‘WATER HEATING 
- AND HOUSE HEATING | 


EQUIPMENT of 
, -, 








awison 


“LAWSON MANUFACTURING COMPANY 
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published prices on liquefied petro- 
leum gas; hence, the data in Fig- 
ure 4 for liquefied petroleum gas 
is based on general information. 
Data on motor fuel and crude oil 
are from “Platt’s Oilgram.” 


Butane Used in Motor Fuel 


It is expected that butane will 
in general command a higher price 
than propane, especially during the 
fall and winter when large quan- 
tities of Cs hydrocarbons are 
blended directly into motor fuel 
to obtain volatility, and consequent- 
ly such butane is worth the price 
of motor fuel to the refiner. More- 
over, butane has an octane number 
of almost 100. The Natural Gaso- 
line Association of America has 
been conducting some road tests 
recently which indicate that it 
may be possible to increase the 
vapor pressure of regular motor 
fuel (winter grade) at least 2 
pounds. NGAA Ex-President J. H. 
Dunn, commenting on the results 
to date, has stated: 

“If the permissible vapor pressure of 
winter fuels can be raised by 2 
pounds, it could easily mean that the 
northern motor fuel market would ab- 
sorb more than 1,000,000 bbls. of ad- 
ditional n-butane. It is also reasonable 
to conclude that spring and fall motor 
fuels of the same area could stand a 
1 pound increase, thus absorbing even 
more light ends from both the refining 
and natural gasoline industries.” 

About twice the volume of bu- 
tane is used for motor fuel blend- 
ing as the total volume of propane, 
butane and mixtures used by the 
entire liquefied petroleum gas in- 
dustry in 1945. This quantity of 
butane is potentially available to 
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the liquefied petroleum gas indus- 
try if the liquefied petroleum gas 
consumers are willing to pay the 
refiner more for the product than 
it is worth in motor fuel. 

At present the liquefied petro- 
leum gas industry has an unbal- 
anced demand curve since there 
exists a severe winter consumption 
peak, due principally to the south- 
ern heating load. This situation 
makes it virtually impossible for 
a producer to handle the load of a 
gas utility requiring winter ship- 
ments for standby, peak shaving or 
supplemental gas purposes. 


Utilities Need Large Storage 


The gas utility concern contem- 
plating the use of liquefied petro- 
leum gas for peak load control 
should be prepared to receive and 
store during the period March 15 
to Nov. 15, any excess liquefied 
petroleum gas it expects to use in 
the period Nov. 15 to March 15 
above the quantity used each month 
of the year. For example, if the 
utility needs 150 car loads per 
month (5 cars per day, or the 
equivalent of approximately 5,000,- 
000 cubic feet per day of 1000 
Btu gas) during the 4 winter 
months, it should plan on using 
and/or storing during the other 
8 months, 100 cars per month, say 
using 50 and storing 50 per month. 
Then 50 cars per month would be 
shipped each month during the win- 
ter and 100 cars per month with- 
drawn from storage. To store this 
quantity (600 car loads) would re- 
quire 240 30,000 gallon gross ca- 
pacity (25,000 gallons net) stor- 
age tanks; or, if the utility chose 
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"YD bhe our new bottled gat sewice. That attractive 
couer certainly adds a 
lot te the appearance” 
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Yes, attractive appearance is an ‘extra’ that you 
can give your customers with a Stampings hous- 
ing. 


Appearance counts with the customer. Wise deal- 
ers are providing their customers on new install- 
ations with this latest, all-aluminum housing — at 
no extra cost. For Stampings housings are low 
priced. 


So why not supply both good appearance and comp- 
lete protection on your installations? We can show 
you how to do it — at lowest cost. Learn about 
the new D-1 all-aluminum housing. 


STAMPINGS, INC. DAVENPORT, IOWA 


The D-1 is available 
in both post and wall 
mounted models: 





The D-1-B 


The finest wall-mounted housing on 
the market. The price is very low. Has 
all the features you are looking for 
in housing equipment. Remember it 
is aluminum and will not rust. Ship- 
ping weight 6 Ibs. THE D-1-P 





Here is the complete unit with 
cover, post and base form. An 
aluminum product that lasts 
for years—it cannot rust. Ship- 
ping weight 10 Ibs. 


WRITE FOR LATEST CATALOG 
AND PRICE LIST 
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to use 50 cars per month during 
the summer in order to secure de- 
livery of a like amount per month 
in winter only 160 30,000 gallon 
tanks would be required. 

At this point it is doubtless ap- 
propriate to mention that several 
companies are actively studying 
various means of storing large vol- 
umes of liquefied petroleum gas in 
order to seek the most economical 
way of providing utility concerns 
with adequate volumes of low cost 
liquefied petroleum gas for stand- 
by and supplemental gas purposes. 

The following are some import- 
ant factors which will affect the 
future price of liquefied petroleum 
gas to the gas utility: 

1. Price of motor fuel. 

2. Quantity of liquefied petroleum 
gas which can be blended in motor 
fuel. 

3. Value of fuel oil to the refiner. 

4. Technological improvements in 
processes for conversion of butane 
and propane into motor fuels and 
chemicals. 


5. Changes in liquefied petroleum 
gas freight rates or costs of other 
forms of transportation. 

6. Reductions in investment cost of 
pressure storage made possible by 
changes and improvements in design 
and construction. 


Conclusion © 
The supply and demand outlook 


for liquefied petroleum gas may be 
summarized as follows: 


1. An adequate supply of prod- 


ucts appears to be available for 
anticipated developments. Those 
large consumers that have sufficient 
flexibility to permit use of propane 
or butane will be in a preferred 
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position in securing adequate sup- 
oly. 

2. Transportation facilities are 
expected to keep abreast of future 
requirements, neglecting this com- 
ing iall and winter’s expected tank 
car shortage due to continued de- 
lays in delivery of new tank cars. 
Except in a few special cases where 
pipe line or water movement can 
be utilized, transportation costs are 
expected to be ag high or higher 
than at present. . 

3. Prices are expected to increase 
as increased demand can only be 
met by upgrading and diversion of 
the supply from present uses ex- 
cept, of course, supplies obtained 
from new oil fields. Any future 
increases in the price of crude oil 
will doubtless be reflected in the 
price of liquefied petroleum gas. 
Buyers that are in a position to 
take delivery of their annual re- 
quirements, or a major portion 
thereof, in the spring and summer 
should be able to buy at the lowest 
prices. 


New Mexico LP-Gas Assn. 
Elects New Officers 


At a general meeting of the New 
Mexico Liquefied Petroleum Gas As- 
sociation, held in Albuquerque April 
14, L. D. McCurdy of Las Vegas, 
N.M., was elected president for the 
ensuing year. Weldon Kite, Raton, 
was named to the vice presidency, 
and Richard C. Martin, Albuquerque, 
was elected secretary-treasurer. 

The new board of directors consists 
of T. A. Sacra, Roswell; F. M. Turner, 
Gallup; O. L. Garretson, Roswell; F. 
L. Hutcherson, Ft. Sumner; and J. 
A. Ikard, Anthony. 
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THE TREND IS TO 


METERED GAS 


N DIAPHRAGMS 


AND VULCA 
HELP INSURE 


ACCURATE METERING 





Meters and regulators for LP gas need the 
special characteristics which only VULCAN 
diaphragms afford. 


Butane, propane and combinations of these 
gases tend to dry out and cause brittleness 
of leather diaphragms. This adversely af- 
fects accurate operation and causes costly 
replacement problems. 

VULCAN diaphragms are scientifically con- 
trolled manufactured products, These non- 
leather diaphragms are molded to required 
shape. They remain soft and flexible for 
years, yet they REQUIRE NO OILING. For 


meters, regulators and governors, insist on 


Gutcanv 


PROOFING COMPANY 


FIRST AVENUE & S8th STREET © BROOKLYN 20, NEW YORK 
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Twenty-five miles from Boston, in 
Natick, Mass., the construction team of 
Sumner D. Hersey, builder, and Richard 
M. Marchetti, contractor, is pushing a 
great Eastern veterans’ housing de- 
velopment to its planned 1947 com- 
pletion. 

Qak Park Manor, dubbed “G. I. 
Village” by the Boston press, consists 
of two-hundred large building lots on 
sweeping roads named for great mili- 
tary leaders of the war. The develop- 
ment borders a 300-acre town park 
where excellent facilities, including a 
ski run, put the accent on recreation for 
residents of Oak Park Manor. 

All “G. I. Village’ homes will be 
owned by veterans, who have their 
choice of five different exterior designs. 
Since the opening last year, more than 
half of the homes have been sold. 
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- MAKES HOMEOWNERS OF 
VETERANS IN A BRAND-NEW 
COMMUNITY AT NATICK, MASS. 





Complete Bryant winter air conditioning assures 


cold-weather comfort in Oak Park Manor 


Oak Park Manor homes are Bryant 
winter air-conditioned, using the famed 
Bryant BA-88. Bryant gas-fired winter 
air conditioners are made in 11 sizes, 
with outputs from 44,000 to 200,000 
btu per hour. Bryant Heater Company, 
17825 St. Clair Avenue, Cleveland 10, 
Ohio .. . One of the Dresser Industries. 
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LET THE PUP BE FURNACE MAN 
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The Customer is King! 


By C. W. STEELE* 
Residential Manager, Portland Gas & Coke Co., 





Portland, Oregon 


EFORE the war, the LP-Gas 

business was heard of in these 
parts and nationally, but not a 
great deal of attention was given 
this youngster among industries. 
Today, however, the youngster has 
become a giant and your business 
is commanding attention of all 
peoples whether manufacturers of 
appliances, dealers, manufactured 
gas utilities or competitive electric 
power distributors. 

The groundwork you laid in past 
years is now yielding an excellent 
crop of business and you who pio- 
neered can be truly proud of the 
kid you raised to manhood. 

You have the electric boys wor- 
ried. They are holding meetings 
nationally and locally to lay plans 
to fight you for every inch of the 
way to protect their present busi- 
ness and future potential before 
you close the door on them. 

When you get those boys lay- 
ing plans to battle you, you’ve real- 
ly hurt them. Keep it up! We'll 
give you all support possible. 

It is not possible for an indus- 
try to experience the terrific 
growth that yours has without 


*A talk delivered before the Portland, 
Ore., meeting of the North Pacific Sec- 
tion, LPGA, May 3. (For . convention 
story, see Page 102.) 
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there being new problems arising 
and heavy responsibilities to as- 
sume. The attractiveness of a gold 
rush goes with this tremendous ex- 
pansion and many new faces enter 
the field to compete for this mar- 
ket. 

As competition becomes keen, 
there is the usual tendency among 
old timers and new, alike, to drift 
away from sound sales practices 
into the oblivion of screw-ball pro- 
motions and sales techniques that 
leave customer satisfaction out of 
the picture entirely. 

Thinking selfishly, it also takes 
the profits out of your business 
faster than is generally realized. 
Therefore, if your business, the 

















GOOD 
Careful Installations 
First Rate Service 
Adequate Service Charges 
Safety Precautions 








BAD 
Lack of Courtesy 
Inattention to Details 
Slow Response to Trouble Calls 
Accidents and Carelessness 











LP-Gas industry, is to continue 
its excellent growth and command 
public respect, there are three 
major factors which must be given 
careful consideration by each 
member of that industry. 

Heading the list is the need for 
maintenance of good customer rela- 
tions through complete customer 
satisfaction. Customer service is 
the only thing we have to sell in 
the utility business and it would be 
a mockery to try to build your 
business on any foundation other 
than that one. 

From the initial call of your 
personnel on the prospect, on 
through the merchandise and fuel 
sale, through the activities of your 
installation and service personnel, 
continuously it will pay to be on 
guard to see that King Customer 
gets what was represented to him 
and what he expected when he said 
“O.K.” to your proposition. 

This care requires study of cus- 
tomer reactions to handling by 
your drivers, your clerks, your 
servicemen, your installers. Check- 
ups on the character of the work 
performed by each will prove of in- 
estimable value in keeping dissat- 
isfied customers from among your 
accounts. 

Sure, it takes time, but believe 
me the disappointed customer 
takes plenty of time to tell the 
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world how he feels about the treat- 
ment he gets. It’s a strange thing, 
but the satisfied customer doesn’t 
make nearly as much noise or cov- 
er as much ground as the dissatis- 
fied variety. 

As in our business, the fuel you 
sell gets credit for all the trouble 
the customer experiences. The en- 
tire future of your industry de- 
pends on keeping that name clean. 
Lack of courtesy, inattention to 
details, slow response to trouble 
calls or a single misfortune, any 
one or all will keep your business 
from reaching the heights of suc- 
cess toward which it is now point- 
ed. Yours is 2 great responsibility 
as a part of a great industry. Keep 
him happy! 

The next point it seems to me is 
second to the one just discussed 
only because you can’t have a suc- 
cessful business without customers. 
It is likewise true that your busi- 
ness can’t be successful without 
making a profit. 

It is extremely important that 
we realize early in our business 
that good customer service requires 
an adequate expenditure of money 
for facilities and personnel with 
which to render it. Overheads rep- 
resented by them can only be ade- 
quately met by a profitable opera- 
tion. 

I am told that merchandising of 
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THIS BROILERCUE FEATURE ALONE SELLS 
MORE FLORENCE ¢svae’ LP-GAS RANGES! 


It’s only once in a blue moon 
that an LP-Gas Range contains 
a feature so outstanding that it 
clinches sales all by itself. But 
that’s the kind of feature the 
new Florence Broilercue* is! In 
fact, the new Florence ‘‘Regis- 
tered” Gas Range is NEW DE- 
SIGN all the way through—with 
one sales-making feature after an- 
other! Sell the Florence line— 
and you sell the LP-Gas Ranges 


women want. 


*Patents applied for 














Completely New Streamlined Turret-Top 
Design 3 2-Oven Convenience 5X Exclu- 
sive New Broilercue 5 Famous Florence 
Baking Oven yx Easily Serviced from the 
Top 3% New C-Quik Gas Cock Handles 


vy New DeLuxe Top Light, Combination : LP-GAS RANGES 


Telechron Electric Clock and Time Remin- 


der, Utility Outlet. 


























As shown at right, the Florence 
_Broilercue has an exclusively de- 
signed arched roof which concen- 
trates penetrating, radiant heat 
evenly over entire broiling sur- 
face for superior cooking results. 











COMPANY... General Sales Offices and Plant: Gardner, Mass. Western Sales 
Offices ar Bo Renee ill. Southern Plant: Lewisburg, Tenn. Other Sales Offices: One Park Avenue, 


N. Y.; 1459 Merchandise Mart, Chicago; 
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53 Alabama Street, S. W., Atlanta; 301 No. Market Street, Dallas. 
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/ i Quick Filler and — 
Back pegra baa coe, 





Cut-a-way view 
RegO No. 3178 
Combination 
Quick Filler and 
Back Pressure 
Check Valve. 


























NEW! REGO COMBINATION QUICK FILLER 
AND BACK PRESSURE CHECK VALVE* OF- 








FERS MAJOR OPERATING ADVANTAGES! 


Make sure! Specify the new RegO No. 3178 Valve for LP 
Gas storage containers. You will get all the operating ad- 
vantages of quick-filling . . . and, in addition, you can evacuate 
containers equipped with this valve and a dip pipe when a 
RegO No. 3118 Unloading Adapter is used on the hose coupling 


The high “safety-factor” achieved during unloading oper- 
ations when utilizing this new RegO No. 3178 Filler Valve in 
conjunction with the RegO No. 3118 Unloading Adapter is due 
to the fact that at no time is the operator subjected to the hazards 
of free-discharge of either liquid or gas! 


| SPECIFY ... and get ... RegO DEPENDABILITY and SAFETY! 






*Meets Underwriters’ and other safety requirements. 
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appliances plays quite an important 
part in the profitable conduct of 
your business. If this is true, gen- 
tlemen, it seem almost too elemen- 
tal to mention that the mainte- 
nance of the proper percentage of 
profit in this phase of your busi- 
ness is mandatory and may deter- 
mine success or failure. If, through 
giving away the profit, you find 
yourself too short of money to 
maintain proper service to your 
customer, you are on the down 
grade as a dealer and the industry 
will suffer from the chain reac- 
tion of the step you took, for others 
will follow suit. 


Ingredients of Success 


One has to realize that the pro- 
motion of business is a must if 
that business is to grow. It re- 
quires advertising, salespeople, and 
other promotional tools to accom- 
plish the results. Normal merchan- 
dise discounts of from 35 to 40 
per cent seem large to many in 
business and yet during ordinary 
times businesses fail for lack of 
appreciation of the value of that 
discount in building the business. 
Give away any of it and you will 
have to curtail advertising and 
sales help, the two best tools we 
have to make a business grow. 

I could show you one business 
group today where the practice of 
depreciating discounts has gone on 
and you would see readily the lim- 
ited development the group has 
shown in the field of profitable 
merchandising. No sales people are 
employed and practically no ad- 
vertising is done, both because the 
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THREE RULES FOR DEALER 
SUCCESS 
Good Customer Relations 
Proper Margin of Profit 
Over-all Industry View 











gross profit had been thrown away 
in the sale. 

Normal competitive merchandis- 
ing has other pitfalls into which 
profits disappear. In the near fu- 
ture the ugly head of TRADE-INS 
will rise up to greet you on the 
sale. It is so easy to buy that old 
clunk at too high a price and tie 
up gross profits in something which 
is not saleable at half the amount 
invested in it. The old game the 
customer plays of getting two out- 
fits bidding against each other for 
that worn out heirloom he has to 
trade in must be avoided if the 
net profit in your business is to be 
preserved. 

This profit-conscious viewpoint 
should extend to charges for parts 
and service. Replacement of parts 
outside the guarantee period should 
be charged for at a price which 
includes some profit to your busi- 
ness on that transaction. Likewise, 
service calls should carry their 
share of the business overheads. 
I believe it is customary for your 
competitors to charge sufficient on 
each service call to do just that 
and you will likewise find it ad- 
visable if you wish to maintain a 
high standard of service to your 
customers and find a profit on the 
books when they are added up. 

The third item which will war- 
rant consideration is the need for 
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ENGINEERED TO SERVE YOU BETTER, LONGER 


With sizes capable of pumping from 25 to 50 g.p.m. you'll find the 
Roper an ideal unit for pumping Butane, Propane, Butane-Propane 
mix, fueloil or gasoline. Easily installed, light in weight and inter- 
changeable with earlier models. 


As direct-drive it operates at idling speeds through transmission 
power-take-off or can be chain and sprocket driven when truck 
construction permits. Equally adaptable for bulk station service. 


Note these “long-life’’ features . . . rugged semi-steel pumping 
gears, hydraulic lubricating and cooling principle, special L-P 
packing rings, non-corrosive stainless steel shaft, axial hydraulic 
balance, 4 high-load bronze bearings, leak-proof construction. 


Send for Bulletin 


Get the complete 
story of Roper design 
and construction fea- 
tures. Write today! 
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Exclusive malceme IElaeLG 
O'Keefe &@ iniia eta ENYA 


KOOL-KONTROL PANEL 

, Keeps sop- burnt 
gas cocks always coo . 
They never overheat! 


HECK the many extra time-saving, step- 
saving exclusive features! A range that is 
factory-built and tested especially for use of 
Butane or Propane. You'll be proud to sell 
the finest O’Keefe & Merritt ever built. 


O'KEEFE & MERRITT CO. 


3700 East Olympic Blvd., Los Angeles 23, Calif. 
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an industry viewpoint in the con- 
duct of your business. Big or small 
operator—you are a vital part of a 
great industry. The future of that 
industry rests in your hands. Each 
job done, each customer contact, 
must be looked upon as an industry 
problem—not the problem of the 
XYZ LPG Company. 

The importance of this cannot 
be overemphasized. Installation 
practices should be kept at a high 
level from a quality and safety 
standpoint. Carelessness in the 
quality will be reflected in custom- 
er ill-will and feeling of disappoint- 
ment with the choice of fuel made 
and the dealer who furnishes it. 


The Neighbors Will Know 


Those few days immediately 
after the installation are days. in 
which you are on trial. Either the 
jury will render a favorable ver- 
dict and tell the neighbors of the 
virtues of the LP-Gas service or it 
will shout an unfavorable one from 
the housetops for all to hear. The 
entire industry either benefits or 
not, depending upon the quality of 
the job done. 

In the gas industry we do not 
give much thought to the matter 
of safety of our service. Millions 
use it every day and difficulties are 
few. That, however, is not acci- 
dental. It is planned that way from 
the establishment of rigid stand- 
ards in the AGA test laboratory 
to the exacting careful manner in 
which the final installations are 
made and inspected. To sacrifice 
care in making installations with 
resulting disaster can only spread 
disrepute of the industry gener- 
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ally among the public. We must 
all bear equally our part of this 
responsibility. 

You may say “How can all this 
be done?” First, each of you must 
pledge himself to operate to the 
best interest of your industry as 
well as yourself. Secondly, you will 
appreciate the value of association 
together and strengthen and make 
it more than just an occasional 
meeting. 

Each one here today has prob- 
lems in common with the other and 
through discussion, analysis and 
work, there can be a profitable so- 
lution. A solution with a purpose— 
that of furnishing the best service 
to your customers at a proper 
profit to yourselves. 

Look ahead in your business to 
new heights in public service and 
the entire gas industry will rally to 
your support! 


Fire Prevention Is Theme 


Of 5Iist NFPA Convention 


The 51st Annual Meeting of the Na- 
tional Fire Protection Association was 
held May 26-29 at the Palmer House 
in Chicago, with the membership for- 
mulating plans of strategy to defeat 
needless fire waste. 

Special features of this world-wide 
organization’s meeting were the con- 
vening of the fire marshal’s section, 
the railroad section and the marine 
section at which leaders in these 
fields discussed new fire protection 
and prevention methods. Presiding 
chairman were: John H. Craig, IIli- 
nois state fire marshal, fire marshal 
section; W. F. Hickey, railroad sec- 
tion, and A. J. Smith, marine section. 


_ Presiding at the Association’s general 


sessions was C. W. Pierce, president. 
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Mechanical Dehydration 


A Load Builder for LP-Gas Dealers 


TTRACTIVE seasonal demand 

for LP-Gas use is presented 
in the dehydration units which are 
playing an in- 
creasingly im- 
portant role in 
the agricultural 
and livestock 
feed industries 
of the nation. 

A dehydrator 
of great adapta- 
bility is the 
semi- portable 
unit manufac- 
tured by The J. 
B. Beaird Co., 
Inc., of Shreve- 
port, La. Pioneered and developed 
during the war, this low-cost unit 
was first commercially operated in 
1945. 

Since that time two additional 
models have been developed, and 
this season will see approximately 
200 units operating, owners being 
located from Brownsville, Texas, 
up the Eastern seaboard to Balti- 
more, Md., and northward into the 
Midwestern states. Looking south, 
beyond the States, a machine is 
found in Venezuela. 

This news is especially encourag- 
ing to LP-Gas dealers as the ‘“Chal- 
lenger,” trade name for the Beaird 
machine, may be equipped with fuel 
burners which operate on butane or 
propane. This unit has a dehydrat- 
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By J. WAYNE TISDALE* 


ing drum 30 feet in length, approx- 
imately 48 inches in diameter, 
which requires heat at a rate of 
from 1,600,000 Btu when operat- 
ing on root crops, to 2,400,000 Btu 
when operating at full capacity on 
forage crops such as alfalfa, hay 
and clover. 

These requirements represent a 
fuel consumption of from 15 to 
23 gallons of butane per hour or 
from 17 to 26 gallons of propane. 
Frequently during the heavy har- 
vest season the dehydrators operate 
24 hours a day. 

Internal combustion engines us- 
ing LP-Gas power the Challenger 
in many instances. Operating at 
1500 r.p.m., the 15-25 hp. gas en- 
gine requires approximately 2 gal- 
lons of butane or propane per hour. 

This dehydrator was originally 
developed to aid Southern farmers 
in disposing of their cull and off- 
grade sweet potatoes and thus con- 
vert them, by means of dehydra- 
tion, into a high-quality livestock 
feedstuff which would in turn sup- 
plement the high-priced corn which 
has to be imported from Northern 


* Assistant salesmanager, Farm Equip- 
ment Division, The J. B. Beaird Co., Inc., 
Shreveport, La. 
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% IT STAWOE STItl 
< wveess scMmeave PUSHES 172 


more power, more know-how, more downright hard work into 

every phase of its activities, all planned on the basis of 

long-pull operation. Increased volume of sales, increased 
efficiency of operation and quality of product, decreased plant investment per customer 
served, balanced year-round load, all are essential to getting this job done. 


Now Is the Time to Push These... 


“> All business, including LP-Gas distribution, will have to put 





MOTOR FUEL SYSTEMS 


Designed and constructed in a wide variety of sizes, includ- 
ing Farmall H and M models, to withstand 200 Ib. working 
pressure, fitted and, equipped for instant use. Ideal for farm 
tractor, truck and stationary power, for motor transport fleets— 
these can be sold and installed as rapidly as LP-Gas operators 
will get out and hustle for the business. 


ADEQUATE LP-GAS DOMESTIC STORAGE 


In belowground and aboveground systems for both Butane 
and Propane, in sizes suitable for every type of domestic 
LP-Gas service—automatically welded, hydrostatically and 
hammer tested, constructed in accordance with Par. U-69 
ASME Code—fully fitted and ready for immediate service. 





These and similar items, are now available in increasing quantities, and at prices that mark 
the trend from a ''seller's''’ market to a ‘'buyer's'' market. : ; ¢ 

Like the WHEELBARROW, BUSINESS MUST BE PUSHED, through_planned and intensified selling. 
The "BLUEPRINT FOR SURER PROFITS" sales promotion and advertising campaign offered by SG&E, 
which has received favorable reaction from LP-Gas operators in 24 states and Canada, PLUS the 
quality products manufactured and sold (wholesale only) by this Company will help get the “ol' 
wheelbarrow" of business moving. Write for full particulars. 


SOUTHERN GAS & EQUIPMENT CO. 


Branches—Sapulpa 
Atco Bldg. and Enid, Okla. 
Tulsa, Okla. Atlanta, Ga. 


TEXAS DIVISION — 4605 MONTROSE BLVD. — HOUSTON 
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states. Feeding tests conducted by 
various university experiment sta- 
tions throughout the South have 
clearly proven dehydrated sweet 
potatoes are from 90% to 100% 
as efficient. as corn in finishing 
beef cattle and that they also make 
an excellent dairy ration. 

The Challenger has been devel- 
oped and improved upon until it is 
today not only processing sweet po- 
tatoes but also alfalfa, hay and 
various other forage crops, whole 
raw fish, crab and shrimp scrap, 
refuse from fish and vegetable can- 
neries, and citrus pulp. In glanc- 
ing at this list it is apparent that 





every state holds potential dehy- 
drator-LP-Gas customers. 
Manufactured on an assembly- 
line schedule, the entire unit is 
mounted on a welded steel frame, 
48 feet by 5 feet, including in ad- 
dition to the dehydrating oven a 
furnace completely lined with insu- 
lating firebrick, burner assembly, 
two coolers and power drive. 
When operating on root crops a 
specially designed receiving hopper 
and elevator lift the raw product 
to a shredder assembly which feeds 
directly into the all-steel rotating 
drum. Here the shredded raw prod- 
uct comes in contact with the hot 





The Model D-700 Beaird “Challenger” dehydrator equipped with gas burner. The flow system 
is identical for butane, propane or natural gas, the only difference being the actual burner inside 
the furnace. The orifices vary according to the type of gas used. 
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THE MARK OF EXCELLENCE ? 


L-P GAS RANGES 
® Divided cooking top 





© Built-in aluminum griddle 
; @ Extra large oven 
: @ “Modern -Way” pull-out broiler 


@ Fiberglas insulation 








@ Available nowin7 western states 





7 ye S& Cal ty 


CUSTOM-BUILT FOR THOSE 
WHO WANT THE FINEST 


© Sixty-five inch length 

© Eight burners 

© Eighteen-inch sq. griddle 
© Two ovens 

@ BROYL-OVEN 

© Two broilers 

















Products of WESTERN STOVE COMPANY, Inc. 
CULVER CITY, CALIFORNIA 
LOS ANGELES - SAN FRANCISCO + PORTLAND * SACRAMENTO + FRESNO + SAN DIEGO 


Copyright 1947 by Western Stove Company, Inc. 
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Surveying the installation of his butane-equipped dehydrator, is P. A. Smith (left), 

who is the owner of the P. A. Smith Butane Co., Pine Bluff, Ark. Mr. Smith’s machine, 

installed in 1945, was one of the earliest Beaird units to go into operation. Accompany- 

ing Mr. Smith is E., A. Matthews, operator of one of the largest plantations in the 
Pine Bluff area. 


air and gases from the furnace, 
thus applying heat (approximately 
1150°F.) where the greatest 
amount of moisture content is 
found in the raw material, this act 
accelerating the initial rate of de- 
hydration. As the material and sur- 
rounding air and gas move through 
the drum each becomes progres- 
sively cooler, a temperature read- 
ing at the discharge end showing 
around 200°F. 

The dehydrating process em- 
ployed on forage crops is the same 
in all essential respects, the main 
variance being that the green prod- 
uct is run through a hay chopper 
before it enters the receiving hop- 
per. The elevator dumps_ the 
chopped product directly into the 
furnace, as the shredder attach- 
ment has been removed. 

To convert the dried, chopped 
matter into a high-grade meal, it 
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Sweet potatoes per hour, 


goes directly from the furnace to 
a heavy-duty hammer mill where 
it is pulverized to the desired 
grind. From here it passes to the 
sacking device where it is auto- 
matically fed into 100-pound bags. 

Designed to evaporate approx- 
imately 1500 to 2000 pounds mois- 
ture per hour, the Beaird machine 
is rated at around 700 pounds dry 
1000 
pounds forage crop. The rate of 
output will vary slightly depending 
upon such factors as original moist- 
ure content, season and climatic 
conditions. 

This Southern-made unit is find- 
ing wide acceptance because of its 
small size and low cost, compara- 
tively speaking, which puts it with- 
in reach of cooperatives, individ- 
ual farmers and agricultural-mind- 
ed business men. Its size and com- 
pactness classify it as a semi-port- 
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Oven heat control will help you sell ranges 


FREE FOR RANGE SALESMEN-The buyers’ market 
is coming. This manual is a concentrated course in 
effective range selling. It provides readers with 38 
pages of useful information for the day when selling 
will again be required. It shows how the modern range, 
used fully, can make savings in fuel and food that will 
soon pay its cost and leave a margin for other home va 
appliances. Write for copies of “More Income For MULE 
Gas Range Salesmen” income 
t 












: ‘ROBERTSHAW THERMOSTAT CO. 


YOUNGWOOD, PENNSYLVANIA 
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HIDDEN 
INGREDIENT 
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RESPONSIBILITY — 


Back of every contract for 


Sinclair Ll: P Gases 


is the keen responsibility Sinclair 
feels to keep its customers 
supplied constantly 


Sinclair, a great name in oil, sells 
Propane only wholesale ... does not 
compete with its customers. 


Keep us in mind for the day when 
increased supplies will permit us to 
serve new customers. 


SINCLAIR 


SINCLAIR PRAIRIE OlLL COMPANY 
SINCLAIR BUILDING, TULSA, OKLAHOMA 
LIQUEFIED PETROLEUM GAS DIVISION 
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able unit which may be transport- 
ed by truck or flat car and which 
may be installed close to the fields, 


thereby eliminating long hauls. 
Only requirements for installation 
are availability of power and fuel; 
a 4-inch reinforced concrete base is 
recommended. No bolts or other an- 
choring devices are needed. 
Farmers recognize in the de- 
hydrator a means of quickly con- 
verting raw material into a needed 
livestock feed which can be easily 
sorted and which will be protected 
from damage. Alfalfa and hay 
growers now have at their disposal 
a machine which does away with 
old-fashioned sun curing and which 
eliminates the destructive quali- 
ties of a sudden shower and pre- 
serves practically all the nutritional 
food value which is lost by the now 
out-dated sun-curing method. 
Another appealing factor is that 
only two or three men are required 
for processing root crops, and four 





or five for cover crops, including 
the harvest crew. 

Business men operate the de- 
hydrator on a custom basis, con- 
tracting for surrounding product 
and marketing the dry material or 


by charging local farmers a toll 
fee. 


C. R. Hojel Moves Into 
New Quarters in Mexico City 


Because of greatly increased busi- 
ness, new business quarters have be- 
come necessary for C. R. Hojel Co., 
of Mexico City, according to recent 
word from Mr. Hojel, jobber and 
distributor of LP-Gas equipment and 
appliances. 

The new address is Londres No. 
163, Mexico, D.F., Mexico, where suf- 
ficent space is available for offices, 
storage space, repair and service shop 
and garage all under one roof. 

The firm was formerly located at 
Paseo de la Reforma 12. 





An 18,000-gal. propane storage tank shipped from the U. S. to C. R. Hojel & Co., Mexico 
City, believed to be the first one received there after the war. Seven more similar tanks 
for customers followed to the southern Republic. 
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Northwest LPGA Meeting Found 
Dealers Alert to Industry Opportunities 


meeting of the North Pacific 
Section of the Liquefied Petro- 
leum Gas Association in Portland, 
Ore., on May 3 
brought togeth- 
er 135 industry 
members for a 
fast - moving 
one-day session. 
The program, 
starting at 9:30 
in the morning, 
held the atten- 
tion of all who 
attended until 
the meeting was 
adjourned in the 
late afternoon. 
The convention was the first to be 
held by the association in that 
area in several years, and attracted 
LP-Gas men from every section of 
the Northwest and a large contin- 


L. V. ROTHROCK 


‘R. J. MOORE C. W. STEELE 
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By PAUL LADY 


gent from the South Pacific Sec- 
tion, as well. 

The call to order was made by 
L. V. Rothrock, dealer from Twin 
Falls, Idaho, who is now chairman 
of the North Pacific Section. Greet- 
ings from Portland were extended 
by Carl Hopp, sales manager of the 
Steel Tank and Pipe Division, 
American Pipe and Construction 
Co. of Portland. Mr. Hopp, who 
was responsible for much of the 
organizational work of the meet- 
ing, also acted as chairman for the 
day. 

Program speakers and their sub- 
jects were: 

“Industrial and Agricultural Appli- 
cations for LP-Gas,” by Carl Golden, 
production engineer, Ransome Co., 
Emeryville, Calif. 


CARL HOPP DON McNARY CARL GOLDEN 
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REZNOR 


~~ SHIE AUTOMATIC 


a BIG, QUIET FAN 


As the ‘‘Big, Quiet’? Fan moves a generous quantity of air 
quietly through the multi-section heat exchanger, the room is 
comfortably and uniformly warm. Only Reznor Suspended and 
Floor Type Heaters have the ply-metal, corrosion-resistant, 
air-tight, chatter-proof, indented type tubes—for more heat 
quietly and easily distributed. 


SUSPENDED OR 
FLOOR MODEL 
Ga ped ont hocks 


A SIZE FOR EVERY NEED 


REZNOR CO. MERCER, PENNA. 
GAS FIRED HEATERS SINCE 1888 


NO BOILERS: owe S27 FAM LINES 








|S ROW ON Su Ge ON? e-UCH ae Wl, ROM od en @ <a BORE, BC! 
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“A Financing Plan for the LP-Gas 
Industry,” by Ernest C. H. Jensen, 
vice president, Bank of America, San 
Francisco, Calif. (This same talk, 
given at California meetings, appeared 
in March issue of BUTANE-PROPANE 
News.) 

“Looking Ahead in Your Business,” 
by C. W. Steele, residential manager, 
Portland Gas & Coke Co., Portland, 
Ore. (For full text see Page 85.) 

“The Annual Meeting, May 27-29,” 
by Howard D. White, LPGA executive 
vice president, Chicago. 

“Legislation and Safety,” by R. J. 
Moore, operational manager, American 
Propane Sales, Seattle, Wash. 

“What’s the Score?” by Don Mc- 
Nary, West Coast Secretary, LPGA. 

“The Insurance Problem: A New 
Plan,” by Charles Ryan, Charles, Ryan 
& Rivers, Inc., Los Angeles, Calif. 

“The Northwest Passage,” by D. D. 
Purrington, Calor Gas Co., Oakland, 
Calif. 


“A Summary,” by Tallent H. Ran- 
some, president, Ransome Co., Emery- 
ville, Calif., and chairman, South Pa- 
cific Section. 


Extension Course Possible 


Don McNary, newly appointed West 
Coast secretary, informed the group 
that the University of California is 
considering a three-week’s extension 
course on methods and practices con- 
cerning the LP-Gas industry. It would 
deal with problems such as installation 
and general operation of LP-Gas busi- 
nesses. Sufficient response must come 
from the industry on the West Coast 
if the course is to be started. 

Mr. McNary also stated that a West 
Coast trade show is being planned for 
this coming summer. 

Unusual interest was manifested in 
a new insurance plan for dealers which 
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was described by Mr. Ryan. This plan 
would give the dealers an over-all cov- 


erage in one policy. Only members 
of the West Coast sections would be 
eligible for this insurance at the pres- 
ent time. Before it could be placed 
the dealer’s plant would have to pass 
an inspection which would be made by 
an accredited inspector in the employ 
of the association. It was stated that 
this complete coverage could be offered 
at a lower rate than the sum of insur- 
ance premiums on various types of 
coverage which dealers now must 
have. The plan is being studied 
further and will be investigated by a 
committee made up of members of the 
North Pacific and South Pacific Sec- 
tions. 

An interesting trend was indicated 
by Mr. Moore’s discussion of legisla- 
tion and safety. He brought out the 
fact that investors are looking in- 
creasingly to the LP-Gas industry as 
a field for good returns and that this 
means that the safety of industry 
plants is of vital importance, indicat- 
ing that constant inspection and every 
safety precaution should be the regu- 
lar order of the day. 


Tallent Ransome Closes Meeting 


A summary of the day’s talks was 
given by Tallent Ransome. He empha- 
sized the importance of dealers work- 
ing together to obtain better insur- 
ance, financing and combat competi- 
tion. The attitude of the electric in- 
dustry towards the growth of LP-Gas 
was his most important subject. To il- 
lustrate this, he reviewed the recent 
report published by the electric in- 
dustry called, “Go All-Electric.” This 
he believes is proof of their concern 
and shows that the LP-Gas industry 
should organize and work together so 
that it can continue to make excellent 
progress. 
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Here is one of the greatest talking points in favor of a Ward Floor Furnace — 
one of the results of the better engineering and construction that are so characteristic 
of the Ward. 


Ward's Flame Fender (cast iron fire box) prevents “butning out’—a common cause of 
furnace failure. This unit of the Ward consists of an inner lining of heavy cast iron 4” 
thick that surrounds the burner. It keeps the flame from impinging on the sides of the 
heating element. This protection adds years to the life of the furnace! 


The Flame Fender is only one of the many construction features 
of the Ward that makes possible the 10-year guarantee on all 
Ward furnaces. You can sell the Ward with confidence because 
you know that back of every Ward is the 38 years’ experience 
of the Ward Heater Company in manufacturing floor furnaces, 










WARD HEATER COMPANY 


1800 W. Washington Boulevard ® Los Angeles 7, California 
Since 1909 


Ward’s Improved Bilt-In Thermo-Control 
A complete package unit. Simple in design, en- 
sirely self-contained —requires no outside wiring. 
Safety Pilot is an integral part of the assembly. 
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IN EMPIRE’S OWN PLANT 
the exclusive EMPIRE 
Burner is produced 


IN EMPIRE'S OWN PLANT 
huge presses form 
accurate steel stamp- 
ings 





UNIFIED production. _ 





= 





IN EMPIRE'S OWN PLANT 
floor registers are 
built 





Unified production means that 95% of all in 
_ gral parts are produced in the EMPIRE plant 
an achievement not found elsewhere 
Andustry ...and that a definite cont 
materia and fobricati 
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G- it Ils Now a Simple Task to 

Convert an EMPIRE Floor 

IN EMPIRE'S OWN PLANT Furnace to Thermostatic 

Mass Production Operation. Simply Remove 

“ Union Connections and Pipe 

Assembly Lines keep installed in Furnace, Insert 

costs low Solenoid Valve Between 
Unions and Replace. 









Solenoid Valve, Burner, 
Pilot Control and All Gas 
Lines Are Recessed in 
fe Casing and Bottom Areas 
to Afford Complete Protec. 
tion of All These. Parts. 











Furnace is Vented Into a 
Single Outlet Diverter 














MANUFACTURERS OF GAS HEATING AND COQKING APPLIANCES 
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SEATTLE PUBLIC TIBRAR 


Space Heating — No. 3 








e@ This department is a monthly feature to stimulate 
thought and to give operators basic industry facts. 
Clip out for your notebook or file in a standard, 3-ring, 
loose-leaf binder. Sources of information: The Bottled 
Gas Manual, Handbook Butane-Propane Gases. 


Questions 


Answers 





What types of LP-Gas heat- 
ing systems are in common 
use? 


2 


What is the determining fac- 
tor in the selection of a heat- 
ing system? 


3 


What is a steam central heat- 
ing system? 


4 


What is a central hot water 
heating system? 





There is more flexibility in the choice of space 
heating equipment for gas fuel than any other 
fuel. LP-Gas is adaptable to central heating 
plants (steam or water), central heating (warm 
air gravity or forced circulation), floor furnaces, 
wall heaters, circulating room heaters, gas steam 
radiators, radiant heaters, and overhead spot 
heaters. 


Customer satisfaction is the determining factor. 
Climate, type of home, cost of. installation, heat- 
ing needs, and cost of operation are other factors. 


Steam central heating systems utilize steam ra- 
diators in the rooms to be heated, to which the 
steam is piped from a central boiler which can 
be fired with gas, oil, or coal. The condensate 
from the radiators is piped back to the boiler 
for re-use. 


A central hot water heating system is similar 
to a steam heating system with the exception that 
hot water is circulated either by gravity or pump- 
ing through a piping system to the room radia- 
tors and returned to the central hot water heater. 
Gas, oil or coal can be used as fuel. 
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5 


What is a gravity type warm 
air heating system? 


6 


What is a forced circulation 
type central heating system? 


7 


How is ventilation provided 
for on warm air central heat- 
ing units? 


How is humidity controlled in 
a warm air central heating 
unit? 


9 


What effect has humidity on 
the effect of a warm air heat- 
ing unit? 


10 


What is the greatest advan- 
tage of the forced air circu- 
lation type system for use 
with LP-Gas? 





A gravity type warm air heating system con- 
sists of a warm air furnace located in the base- 
ment fired by gas, oil or coal in a fire box, around 
which the cold air passes and rises, due to the 
difference in weight, through ducts and registers 
into the rocms to be heated. 


A forced circulation type central heating system 
is one that forces the air with a fan around the > 
fire box and through ducts into the rooms to be ' 
heated and usually returns the cool air from the 
rooms for recirculation. Due to the forced circu- 
lation, this type of heating unit does not require 
a basement location and generally is gas fired. 


Ventilation can be taken care of by the normal 
leakage in the house plus controlling a given per- 
centage of fresh air intake into the return lines. 


Most units have a water feed at the discharge 
of the unit that allows the warm air to pick up 
the necessary moisture required. 


Air of the proper humidity feels warmer to the 
body than dry air at the same temperature. 
Proper humidification results in a iower required 
temperature for comfort resulting in lower fuel 
consumption. 


As the units can be installed at ground floor 
level, there is no need to provide basement ven- 
tilation. As most of the commercial units are 
designed for automatic operation on gas fuel, 
once installed the competition of other fuels is 
greatly reduced. 





SUBJECTS TO BE COVERED IN FORTHCOMING ISSUES: 


@ Space Heating 
@ Tools for Your Kit. 
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=) THE LP-GAS INDUSTRY 
- LEAK PROOFING 


Starks, wrttfht 


THE INDESTRUCTIBLE GASKET 





BRUSH ON e AND PIPE-JOINT SEALING COMPOUND 


eR Sey NEVER DRIES, HARDENS OR CRACKS 


a teSex PERMITS EASY ‘DISASSEMBLY 
IMPERVIOUS TO ALL L-P GASES 
“apo 


MADE ESPECIALLY FOR YOU 
ESPECIALLY SUITABLE FOR UNAFFECTED BY HEAT AND COLD 


L-P HS 
GAS _INSTALLATIO PRESSURE AND VIBRATION PROOF 


INK at se COM 




































THE L-P GAS INDUSTRY IS TiteSeag BOUND 


L-P Gas men know that a TITESEAL treated joint 
or connection is safe protection against leaks and losses 
all the way from refinery to appliance installation. 
When applied to underground pipe connections it elimi-- 
nates costly digging up of lines to repair joint. leaks. 
Above ground it cuts maintenance, assures safe instal- 
lations and all gas reaching the user. For safety’s sake 
insist on TITESEAL. Available in % pint and pint 
Brush-in-Top cans, quarts and gallons. 


vga, RADIATOR SPECIALTY COMPANY 
iTateSeal 


CHARLOTTE 1, NORTH CAROLINA 
7 fone © RADIATOR SPECIALTY COMPANY OF CANADA. LTD. TORONTO 
© GOLDEN STATE RUBBER MILLS. LOS ANGELES. CALIFORNIA 
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Texas Dealers Meet in Galveston June 9-11 


To Discuss Rules, Larger Tanks, Operating Costs, 


Customer Relations, Engineering 





WM. J. LAWSON W. E. FRALEY 


IEUTENANT Governor Allan Shiv- 
ers will speak before the Texas 
Butane Dealers Association at a lun- 
cheon on Tuesday, June 10, during 
their annual convention and trade 
show in Galveston on June 9-11. 
Among other speakers will be S. C. 
McIntosh, Director of the Gas Utili- 
ties Division of the Railroad Commis- 
sion, who will interpret the “Rules 
and Regulations of the Butane Indus- 
try.” W. E. Fraley, of Abilene, will 
present “The Relationship of the 
Larger Tank Program to the Fuel 
Supply,” after which a 30-minute dis- 
cussion will be lead by A. A. Pickens, 
of Tyler. J. H. Winton, of Beaumont, 
will present the “Dealer Cost of Oper- 
ation,” and Ray Noblitt, of Claren- 
don, will talk on “Decency and Cour- 
tesy in the Butane Industry.” 
Further subjects to be discussed are 
“The Duty and Obligation of a Butane 
Dealer to His Customer,” “Availabil- 
ity of Engineering Services Through 


110 





Insurance Companies,” “As the Con- 
sumer Sees the Butane Dealer,” and 
“Responsibility of the Fabricator to 
the Dealer.” 

Executive Secretary Wm. J. Law- 
son has invited G. M. Kintz and H. 
F. Browne, United States Bureau of 
Mines, to present a lecture and dem- 
onstration concerning safety in the 
butane industry. 

Training directors Carl Bewick, Big 
Lake, and Voyle Tipton, Burnet, will 
report on the safety training program. 

Colonel Jack Major, outstanding 
humorist and after-dinner speaker of 
Paducah, Ky., will furnish the enter- 
tainment for a banquet June 10. 

Convention headquarters will be in 
the Hotels Buccaneer and Galvez. 


Florida Gas-Air Plant 
Has 30,000-Gal. Storage 


A new $50,000 gas plant was re- 
cently completed by the South At- 
lantic Gas Co. in DeLand, Fla., which 
will ultimately be capable of supply- 
ing gas for a greatly increased num- 
ber of customers in the city. Carbur- 
reted water gas has been piped from 
nearby Sanford in the past. 

Instead of piping gas from Sanford, 
the new supply will be manufactured 
locally by two completely automatic 
gas-air units. It will be stored in 30,- 
000 gallon tanks. The air receiver 
tank will be supplied by two large 
air compressors. After mixing, the gas 
will be distributed through a large 
gas main outlet. 


BUTANE-PROPANE News 











Cf 


it 


\w VS fe 





The Mission Senior '47 reaches a new lines of the jacket. © It is the most 


“high” in water heater construction. compact of any comparable model of 
@ In the 20 and 30 gallon capacities, equivalent storage capacity. ° The 
all controls are enclosed—presenting Mission Senior '47 also has the ex- 
an appearance which is modern and clusive Mission inner-tank circulation 
streamlined. No pipe fittings, valves <. feature which makes hot water 
or controls jut out from the smooth / \ available on first circulation. 
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“Sell for Profit” but “Keep Competition Clean,” Say Speakers at 


Florida LPGA Meeting 





NEW OFFICERS FLORIDA 
LPGA 


J. E. Price, president 
Chas. H. Rogers, Jr., vice president 
Eugene Lanning, sec’y-treasurer 





HE third annual convention of the 
Florida Liquefied Petroleum Gas 
Association was attended not only by 
delegates from all over the State, but 
also by industry men from other 


states. There was a registration of 
nearly 150. The gathering was held 
April 24-25 at the Boca Raton Club, 
Boca Raton, Fla. 

The U. S. Bureau of Mines, Dallas 


By WILL J. MEISENHEIMER 


office, presented the unique “Magic of 
Fire” demonstration. This was con- 
ducted by H. F. Browne, assisted by 
Max S. Peterson, and was repeated 
for the Florida-Georgia Gas Meters 
Association the following afternoon. 
A number of LP-Gas men attended 
both sessions. This program should 
go far toward reducing fire hazards, 
and accidents resulting either from 
negligence or lack of knowledge. 
Willard M. Ware, of Gas-Oil Prod- 
ucts Corp., Miami, Fla., Association 
president, presided at the general ses- 
sion, Thursday. Widely diversified in- 





J. E. Price, newly-elected president of the Florida Liquefied Petroleum Gas Association 
(left) and Charles H. Rogers, Jr.,. re-elected vice president. 
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Safety in any product is an important selling point 
... and in Dearborn heaters, the safety features are 
outstanding. Dearborn heating engineers have ac- 
complished the almost unbelievable—they’ve pro- 
duced a gas-burning space heater that is leading the 
field not only in beauty and performance, but also 
in safety. Let Dearborn’s Safety Features help you 


sell more Dearborns! 











The Chassis Which Forces Circulation 


A triumph of heating engineering, the Dearborn chassis 
actually syphons cool air from the floor level, draws it 
through “fives” where it is warmed, and sends it down- 
ward and ovtward with force comparable to that of 
blower-equipped heaters. The scientific, fully patented 
baffle system keeps the layer of air nearer the cobinet 
cool all the way through the chassis; hence the remark. 
able Cool-Metai Safe-T-Cabinet feature. 

Dearborns are made for each type of gas in a com- 
plete range of sizes. For additional information, send 
for free illustrated booklet. 











% SAFE TO TOUCH 
You can't get burned by touching the top, sides, back 
or bottom of the amazing Dearborn... all the generous 
heat comes out front. 


% SAFE AROUND CHILDREN 


Careless children can fall onto a Dearborn without 
danger. 


% SAFE IN THE HOME 


Minimum fire hazard from windblown drapes or cur- 
tains... scorched walls completely elimi d 





* SAFE TO LIGHT 
Famous High Crown burner, precision engineered, will 
not pop or flash when lighting ...and besides, 
Dearborns have pilots, another safety feature. 


DEARBORN SAFETY, SELLS DEARBORNE! 


~ Dearborn stove co. 


General Offices and Factory — 1700 West Commerce, Dallas, Texas 


Branch Offices: Suite 1490, Merchandise Mart, 


Chicago; 3625 South Grand Avenve, Los Angeles 


VISIT OUR DISPLAY TEXAS BUTANE DEALERS GALVESTON, TEXAS 
AT BOOTH 27 PSS Teles Gale], Mere), hit. bales, | JUNE 9, 10, 11 
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terests were indicated by the com- 
mittee reports. 

After the annual report by the pres- 
ident, and of the secretary and treas- 
urer, Harry C. Price, came the reports 
of the legislative committee, by J. E. 
Price; safety committee, by J. W. 
Spiller; publicity committee, by Ken- 
neth Koach; public relations and in- 
dustry, by J. W. Owens; grievances, 
Charles H. Rogers; rate committee, 
J. A. Garfield; and the membership 
committee, by W. S. Guitteau, of Or- 
lando, manufacturers’ representative, 
elected by the manufacturers. 


Against Unethical Methods 


The keynote of these reports, as 
well as of subsequent speeches, was 
the desirability of cooperation and 
good feeling, in opposition to uneth- 
ical competitive methods. These trade 
ideals have doubtless contributed in 
large measure to the Florida Associ- 
ation’s rapid development. 

The Friday sessions were presided 
over by the vice president, Charles H. 
Rogers. Speeches ranged from the 
Florida utility tax, outlined by E. 
Reed Whittle, president of the LP- 
Gas Equipment Co., Orlando, Fla., to 
meters, sales, manufacturing, and 
“Customers’ Service,” which furnished 
the theme for C. R. Vetter, service 
manager of the Southeastern Corp., 
Miami. 

Mr. Vetter urged the necessity of 
more thorough training for installa- 
tion and service men. 

“It is costly not to have them well 
supplied with first class tools, and 
their trucks should be kept in good 
order,” he said. “They should also be 
instructed never to leave more dirt 
in a place than they find there.” 

“Something New Has Been Added, 
And It Ain’t Apple Honey” was the 
title of an address by Carl Sorby, 
Geo. D. Roper Corp. According to 
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Mr. Sorby, each customer requires 
definite instruction, as well as the 
company personnel. He declared that 
no purchaser should be allowed to 
walk out of the store before he had 
been thoroughly briefed on how to 
operate what he had bought. 


Keep a Selling Attitude 


“You hear over and over again 
that people are not buying the way 
they did,” he remarked. “Point is, 
we’re not selling the way we did. It 
is time we brushed up on our sales 
technique. No, I don’t mean that I’m 
looking for a depression. Just talk 
depression, and you’ll have one within 
90 days. Talk SALES, instead, and 
make them!” 

H. M. Wickman had a twin-six Ser- 
vel refrigerator on display. He dis- 
coursed convincingly on its merits. 
One “twin” may be utilized for the 
entire food supply while the other is 
defrosted. Mr. Wickman suggests that 
the twin-six is the refrigeration solu- 
tion of two-family homes, as well as 
small, cooperative apartments. 

“Meters for LP-Gas” were advo- 
cated by A. W. Spiller, president Sub- 
urban Gas Co., St. Augustine, Fla. 

“Weighing gas is accurate,” he 
stated. “The time is rapidly approach- 
ing when all weights, of whatever 
nature, will be tested, and must con- 
form to legal standards. Gas meters 
will stand the test successfully.” 

M. B. Mackay, of Toledo, Ohio 
talked on. “Hot Water For Commer- 
cial Use.” He made the statement 
that 180 degrees of heat will eventu- 
ally be demanded for water heating; 
and that gas equipment, alone, can 
furnish it. 

Two forceful, spirited addresses 
Friday afternoon voiced principles 
pertinent to any line of industry. The 
first was by L. R. Chandler, general 
sales manager of Gas-Oil Products, 
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FOR GREATEST HOME COMFORT 
at lowest operating cost 


Small in size and cost but big in value and heating 
power, Models W-8 and W-13 nonvented gas wall 
heaters give greater comfort in three ways: by radiated 


heat, by reflected heat, by circulated heat. 





Day & Night Butane appliances are exported by Anchor Oil Co., Houston, Texas 


DAY & NIGHT MANUFACTURING COMPANY 
Monrovia, California - One of the Dresser Industries 
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Coral Gables, Fla., on the subject of 
“Merchandising For Profit.” 

“When war broke out, 40% of the 
appliance stores in existence went out 
of business,” he declared. “One ele- 
ment contributing to this was the sys- 
tem of discounts. A cash sale, the 
sale of two or more appliances on 
one contract—in fact, almost any pre- 
text was used for making competi 
tive discounts. We went over the fig- 
ures. A 5% discount meant that we 
must make 25% more sales to realize 
a profit. Right then and there, we 
settled that question. No discount 
from our list price would be given 
anyone, under any circumstances— 
not even the popular 2% off for cash. 
We stick absolutely to our list price, 
and it pays!” 

The other address was also delivered 
hy a prominent Miami man. Lawrence 
B. Stokesberry, general salesmanager 
of the Southeastern -Natural Gas 
Corp., denounced unethical methods of 
competition. 


No Use Scrapping 


“Wars between companies are like 
wars between nations,” he averred. 
“Nobody wins—everybody loses. It is 
of little value to anyone for us to 
get together in a meeting like this, 
and shout out high-sounding senti- 
ments about cooperation, and then go 
back to business, and fight each other 
to the limit! We can boost our own 
products and our own companies 
without disparaging others. Our busi- 
ness is to make sales—but not by 
methods that infuriate us when others 
practice them!” 

In addition to the new officers listed 
on the first page of this report, direc- 
tors were elected as follows: J. E. 
Price, C. H. Rogers, Willard M. Ware, 
W. S. Guitteau, E. W. Spiller, J. A. 
Garfield, and Eugene Lanning. 

W. S. Guitteau was re-elected as 
manufacturers’ representative. 
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Prominent Men Talk at 
Chicago LPGA Meeting 


THE 1947 convention of the Lique- 

fied Petroleum Gas Association was 
being held while the June issue of 
BUTANE-PROPANE News was on the 
press. It will be reported in the July 
issue of this magazine. 

Held at the Sherman hotel, Chi- 
cago, May 27-29, the convention was 
expected to be one of the largest di- 
rected by this association. It in- 
cluded manufacturers’ displays of 
equipment and appliances in addition 
to three days of talks upon industry 
problems by prominent men and also 
included a banquet and floor show for 
the entertainment side of the meet- 
ing. 

Among those who made talks at 
the convention were Howard E. Felt, 
Warren Petroleum Co., whose subject 
was “Fuel Supply”; Bennett S. Chap- 
ple, Jr., assistant sales vice president, 
United States Steel Corp., who dis- 
cussed “The Outlook for Steel”; 
Frank T. Carpenter, United Petro- 
leum Gas Co., who discussed the im- 
portant subject of “Safety.” Attor- 
ney J. V. Norman’s subject was “The 
Progress and Prospects of Freight 
Rate Adjustments.” One of the lunch- 
eon speakers was H. Carl Wolf, man- 
aging director of the American Gas 
Association. 


Housing Project for Navy Men 


Nearly 400 families of Navy men 
will soon move into a new housing 
project at Green Cove Springs, Fla., 
where 368 housing units have recent- 
ly been completed. 

All of the homes will be served with 
liquefied petroleum gas for heating 
and cooking from a central plant. 
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OPEN COOKING TOP with six giant 
burners. Automatic lighting. 





POLISHED CAST IRON GRIDDLE 
(23” wide by 30” deep). Four individ- 
ually controlled burners. 
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BROILING COMPARTMENT —with 
8° wide by 20’ deep grid. Four indi- 
vidually controlled grid burners. 


TWO LARGE OVENS—each 24’ 
wide by 21” deep by 14” high. Fully 
insulated. Oven heat controls. 
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First LP-Gas Instruction School 


Has Approval for Veteran's Training 


HE first independent LP-Gas _ in- 

stitute in the United States 
opened its doors in Tulsa, Okla.— 
the Oil Capital of 
the world — on 
Jan. 14, 1946. 

Since the ad- 
vent of liquefied 
petroleum gas, 
students and 
workers in this 
field, anxious for 
knowledge of the 
new commodity, 
its practical uses 
and values, have 
searched schools 
and universities 
in vain for courses 
adequate to their needs. Up to the 





E. A. CLIFFORD 


present time no university has of- 
fered a course specializing in the 
handling and uses of LP-Gases, nor 
felt the need of equipping labora- 
tories with special equipment nec- 
essary to presenting these courses. 

The National L-P Gas Institute, of 
Tulsa, was organized and its training 
program activated for the fundamen- 
tal and basic purpose of meeting some 
of the educational needs of a major 
industry which is in some measures 
relatively new. This organization, 
with its fully equipped laboratories 
and professors with the needed “know 
how,” is now ready and able to turn 
out for the LP-Gas industry men pos- 
sessed with knowledge attained from 
a short course of practical training in 
the handling, installing, servicing, and 





Resident course class graduated last January from National LP-Gas Institute. Wm. H. 
Scott, instructor, 
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maintenance of LP-Gas equipment. 

One of the main objects of this 
training program is to instill into 
those taking the course the funda- 
mental rules of safety and practice 
applied by the industry and the safe 
and practical handling of the gas, 
itself. The proper schooling of these 
technicians, salesmen and workers is 
an additional safeguard to the in- 
dustry. 

The school is approved for veteran’s 
training and offers wide opportunity 
to men of technical bent in an almost 
virgin field of endeavor. A _ four- 
months’ course will fit a man outside 
the industry for specialized service. 
A 30-day course is offered for those 


who are experienced in the business 
but who feel the need of greater 
knowledge. 

Approximately half the student’s 
time in the residence course is spent 
in laboratory and shop, working with 
the gases and equipment. There are 
supervised field trips and a follow-up 
service after the course is completed. 

The LP-Gas industry, like many 
others, is confronted with a great 
need for a proper educational pro- 
gram. The National L-P Gas Insti- 
tute is the first pioneer in this field. 

Heading this institution is F. E. 
Farley, president and manager, who 
has assembled an imposing personnel. 
Leading the group of instructors is 





School personnel and display of regulator equipment with cutaway models in classroom 
at National LP-Gas Institute, Tulsa, Okla. Left to right: Robt. D. Lemonds, vice presi- 
dent and treasurer; Wm. A. Cowne, personal relations and field representative; Robt. C. 
Bradley, engineering consultant; J. R. Nelson, student and investigator for State of 
Louisiana; T. E. Wisby and Wm. H. Scott, instructors; and F. E Farley, president. 
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New RHEEM gas console heater 


W omen customers will like the simple gracious lines of this Rheem gas console 
heater. Its handsome antique finish brings new beauty to any interior. Tall 
functional design increases heat circulation and requires less floor space. Nar- 


row base of heater permits installation on strip between wall and rug. 


Sales are easy because the low price and economical operation fit any budget. 
Approved by American Gas Association, whether vented or unvented. Avail- 
able in three popular sizes: 25,000; 35,000; 50,000 B.T.U. Get full information 
today. Write. Rheem, 570 Lexington Avenue, New York 22, New York. 


RHEEM ... making houses into homes 
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The new Savory Stainless 
Steel models for LP gas are 
the finest toasters ever pro- 
duced for quantity produc- 
tion of quality toast. Made 
in models suitable for toast- 
ing bread, buns and sand- 
wiches. 





Stainless Steel Toasters 
LP Gas 


Every restaurant, hospital and institution is faced with 
the problem of QUANTITY production of QUALITY 
toast — and Savory LP gas toasters are the ONLY 
completely satisfactory solution. 

That’s why Savory Toasters are a quick selling item 
for LP GAS DEALERS. They carry a good merchandise 
profit, but, more important, they solve the toast problem, 
demonstrate the high quality production and low cost 
of operation of LP gas and frequently result in the 
installation of additional heavy-duty LP gas cooking 
equipment. 

Savory is cooperating with LP gas dealers who are 
developing the profitable commercial cooking load. 


Write for Details 


avory 


EQUIPMENT, Inc. 


137 Pacific Street, Newark 5, N. J. 
Sold by leading dealers everywhere. 
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One of laboratory rooms, showing burners, thermostats, hot water heaters and tanks. 


Earle A. Clifford, organizer of one of 
the first LP-Gas service schools in 
the country for Utilities Distributors, 
Inc., Portland, Maine, who has been 
named chief instructor. 

Mr. Clifford is a graduate of Bates 
College at Lewiston, Maine, having 
majored in mathematics and science 
and received the degree of bachelor 
of science from that school. Later he 
did graduate work at Oberlin College 
at Oberlin, Ohio. 


Has Written Technical Articles 


In addition to instruction course for 
UDI and sales and service work which 
he performed for that firm, Mr. Clif- 
ford developed a special slide rule for 
quick calculation of intricate mathe- 
matical problems arising in the LP- 
Gas industry and prepared the “UDI 
Service Manual,” a work which has 
been widely accepted as standard. He 
has also written many technical arti- 
cles for industry trade journals, a 
background which additionally pre- 
pares him for his position as chief 
instructor at the Institute. 

Other experienced men on _ the 
school staff are: R. D. Lemonds, edu- 
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cational director; T. E. Wisby, in- 
structor; William H. Scott, instructor; 
Robert C. Bradley, instructor, text 
writing and engineering consultant; 
Paul Buthod, text writing and en- 
gineering consultant; and C. R. Bai- 
ley, engineering consultant. 


Industrial Directory 
Issued in Mexico 


Announcement has been received of 
the publication of the “First Indus- 
trial Directory of Mexico,” 1947-1948 
edition, issued by Rolland Publica- 
tions, Mexico City. 

Insomuch as this directory will in- 
clude the names of more than 1000 
Mexican industrial companies, the raw 
materials used by each, and the prod- 
ucts manufactured, it will no doubt 
include the names of many liquefied 
petroleum gas firms, as well as other 
firms whose character of business may. 
be of interest to LP-Gas dealers in 
this country. 

The book is sponsored by the Con- 
federation of Industrial Chambers of 
Mexico and sells at $20 per copy. 
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Training Directors Carl Bewick and Voyle 
Tipton handle safety program. 


AKING one of the most forward 

steps in the history of the butane 
industry in the United States, the 
Texas Butane Dealers Association has 
announced the opening of a series of 
safety training schools for dealers 
throughout Texas. 

The first schools were opened in 
Brady and Luling on May 5 and in 
Austin and Brownwood on May 6. 

The Association’s program is de- 
signed to train butane company em- 
ployes in better and safer installation 
and servicing of appliances using bu- 
tane gas for fuel. 

The University of Texas in Austin 
has accepted a $2000 grant from the 
Association with whieh to operate the 
safety training schools. Two training 
directors, Voyle Tipton, of Burnet, 
and Carl Bewick, of Big Lake, have 
been engaged to conduct the night 
schools over the State. The courses 
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Safety Training Offered Texas Dealers 


By PAT HOLLOWAY 
Editor, TEXAS BUTANE NEWS 


will cover approximately 10 hours, 
and employes completing the training 
school satisfactorily will be awarded 
a certificate of proficiency. 

Having completed a_ six weeks’ 
course in the art of teaching at the 
University, the two directors have 
been assigned a traveling itinerary 
through the Association, the Univer- 
sity of Texas and the State Board 
for Vocational Education. All Texas 
dealers have been invited to have 
their employes attend these schools. 

The Texas Butane Dealers Associa- 
tion is the first in the nation to es- 
tablish such a program for safety and 
safe practices in the industry. 


Plans Are Complete 
For CNGA June Frolic 


Entertainment Committee Chairman 
Phil W. Mettling and members of his 
committee, R. E. Raasch, Tom Webb, 
Ed Bishop and Marion Arnold, have 
completed entertainment plans for the 
June 7 “frolic” of The California Nat- 
ural Gasoline Association. 

A top notch show will be produced 
by Walter Trask, featuring the latest 
M. C. sensation from Broadway, Li- 
onel Kay, formerly three years with 
Olson and Johnson’s “Sons of Fun.” 
Two hours of outstanding entertain- 
ment will follow the barbeque dinner. 

An old fashioned Olio is being 
planned to allow those who like to 
sing to display their voices. 
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Spy 2-OVEN CAPACITY is the 
No. 1 GAS RANGE Selling Point! 
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, Lut GAS RANGES 
: Made by GRAND HOME APPLIANCE CO. 
; 2323 E. G7th St., CLEVELAND 4, OHIO 
New Catalogue on Request 
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Clothes Dryer 


Hamilton Manufacturing Co., Two 
Rivers, Wisconsin. 


Model: No. 700G (Gas). 


Description: The Hamilton automat- 
ic clothes dryer dries, ready for iron- 
ing, an average washer load of clothes 
in 15 to 25 minutes. A time control 
switch can be set for various time 
periods, depending on type of cloth- 
ing to be dried. Holds a maximum 
washer load of 9 lbs. of dry clothes 
and up to 18 lbs. of wet clothes in 
one load. 

This gas clothes dryer is equipped 
with a thermostat which automatical- 
ly controls the heat inside the drum 
so as not to exceed the maximum dry- 
ing temperature. Clothes revolve with 
a slow, gentle tumbling action in 
clean, warm air. 

Approved by Underwriters Labora- 
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tories, Inc., and the American Gas 
Association. 

Gas model 700G requires gas and 
electric connections; 20,000 Btu per 
hour, 110-120 volt, A.C., 60 cycle, 200 
watt electric line. The _ electricity 
drives the motor which, in turn, oper- 
ates the exhaust fan and the tumbler 
drum. Gas is used for heating and 
drying the clothes. - 

Dimensions: 31 in. wide; 39 in. 
high, 27% in. deep. 


LP-Gas Plant 


Continental L-P Products Co., P.O. 
Box 5323, Dallas, Texas. 

Description: This compact LP-Gas 
plant will produce a minimum of 350,- 
000 Btu of gas per hour with a uni- 
form fuel value from any mixture of 
LP-Gas regardless of temperature or 
climatic conditions, it is said. 

The system combines the advan- 
tages of both batch and flash type 
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systems, basically depending upon the 
flash side for operation, with the batch 
side being used as a standby which 
goes into operation automatically 
should the flash side freeze. Should 
the flash side regulator freeze, gas is 
immediately drawn off the top of the 
tank to furnish uninterrupted batch 
type service until the regulator thaws 
—at which time the plant automati- 
cally goes back to the flash side of its 
operation. 

A patented feature is the inverted 
aluminum bucket in the system head 
which prevents liquid from getting 
into the house line. The system is 
built to comply wtih all state safety 
regulations and according to the stand- 
ards as set up by the National Fire 
Protection Association and the ASME 
Code. 





Mantel Heater 


The Folsom Co., Dallas, Texas. 

Description: Suitable for use in any 
part of the home are Cirklair mantel 
heaters, consoles, fireplace inset types 
and wall heaters. 

With no alterations necessary, the 
fireplace inset model can be quickly 
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installed in any type fireplace. Warm 
air flows out of the top louver and 
cold air is drawn off the floor into the 
heater, largely eliminating cold floors. 

Models with from 12,000 to 28,000 
Btu capacity are available. The frame 
is made of selected hardwood, mod- 
ernly styled. Walnut finish is stand- 
ard; bone white, white and gum can 
be had on special order. This heater 
unit assembly is AGA approved for 
LP-Gases, and for natural and manu- 
factured gases. 


Deep Sea Fryer 

Specialities Appliance Corp., 341 E. 
Ohio St., Chicago, IIl. 

Application: Fits the fluctuating de- 
mands of the busy restaurant. 

Description: Heat for the unit is 
controlled by a Robertshaw thermo- 
stat which is located away from the 
heat. Heavy duty burners provide 
rapid recovery of temperature and 
fast production. The fryer is 35% in. 
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high, 16% in. wide and 26% in. deep, 
and comes equipped with either one 
large or two split baskets. Fat ca- 
pacity is 28 lbs. 

A “cold zone” below the heating 
tubes provides for the collection of 
crumbs and particles away from the 
heat where they cannot burn and af- 
fect the quality of the frying fat or 
oil. This residue can be drained off 
by a lever operated dump valve. 

Seven other models are provided 
and information may be obtained by 
writing the company. 





Neoprene Hose 


Application: This hose is designed 
for use with LP-Gas vapor pressure 
and specific gravity bombs. 


Description: To substitute for cop- 
per tubing a %-in. O.D. Neoprene hose 
fitted with %-in. SAE quick couplers 
on each end was found to be very 
satisfactory. The quick couplers have 
an expandable neoprene gasket in 
them so that only finger tightening 
is required to hold 300 pounds pres- 
sure and not leak. The tee and pet- 
cock arrangement on one end of the 
hose permits venting the pressure, 
thus avoiding frosting at the neoprene 
gaskets when disconnecting equip- 
ment. All connections are brass. 
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The first hose and fittings stood up 
under severe use for six months. It is 
easily carried up on butane and pro- 
pane tanks and permits sampling in a 
limited space in the plant. 

The arrangement was developed by 
P. J. Sullivan, chemist at the Bay Re- 
fining Corp., and Frank Richards of 
J. George Fischer & Sons, both of 
Saginaw, Mich. 


W.N. McMillen Opens Denver 
Office to Handle Equipment 


The Gas Equipment Co., of Denver, 
Colo., has been appointed distributor 
Inc., 


for L. C. Roney, 
Calif., in the 
states of Colora- 
do, Montana, Wy- 
oming, Utah, New 
Mexico, and west- 
ern Kansas and 
Nebraska. 

This organiza- 
tion will handle 
the complete Ro- 
ney line of LP- 
Gas equipment 
from their Den- 
ver headquarters. 
The present ad- 
dress, pending ar- 
rangements for adequate warehouse 
and office space, is 6588 West 48th St., 
Denver. 

The Gas Equipment Co. is owned 
and operated by W. N. McMillen, who 
has been connected with the LP-Gas 
industry since 1938. Mr. McMillen 
played an important part in the pio- 
neering. of LP-Gas in the Panhandle 
region of Texas and was especially 
active in promotion of butane and 
propane for use with irrigation pump- 
ing engines. He was employed by the 
Superior Manufacturing Co., Amaril- 
lo, Texas, as an engineer in charge 
of design and inspection of systems 
and truck tanks. 


Inglewood, 





W. N. McMILLEN 
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tHose HOT WATER neeps 


CAN BE 


WITH A 


UNITED STATES 
WATER HEATER 


Because UNITED STATES Water Heaters assure your 
customers all the hot water they require . . . any time 
they require it. UNITED STATES Water Heaters 
assure them all the convenience that only perfected, 
dependable, automatic operation can provide. 


Through countless installations, UNITED STATES 
Water Heaters are demonstrating this dependability 
They're built of the best available materials, equipped 
with positive burner control, precision-made for finger- 
tip response. Available in type and size best suited to 
your customer's requirements. A line of business build- 
ers you'll appreciate because your customers appreciate 
their many advantages. 


ORDER 
FROM 
YOUR 

WHOLESALER 


ating satisfactior 
the United S 
talled. This satisf 
s for the dealer a 
business that 


heater sale 


MFD. BY UNITED STATES HEATER CO. 
COMPTON. CAL. USA REG US PAT OFF. 
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Offer Attractive 


ANY DEALERS in various 
sections of the country are 
realizing the importance of selling 
owners of small electric generating 
plants on the practicability of con- 
verting these units to operate on 
butane or propane. They have found 
that it is a comparatively simple 
operation and that the returns from 
their operation are high. 
It is hoped that this article will 
help dealers who have already dis- 
covered this market and that it will 
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POWER 


Easy Light Plant Conversions 










Field for Dealers 


awaken the interest of those who 
have neglected to learn the facts 
about this lucrative field. It is es- 
pecially hoped that it will show the 
doubters that the conversion of 
small electric generating plants is 
not as complicated as many might 
think and that it need not be as ex- 
pensive as some have believed in 
the past. 

The conversion of a small light 
plant, such as a Kohler, Onan, Fair- 
banks-Morse, to name a few of the 


& 


Closeup of Lockoff 
and carburetor. 
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The Lockoff installed 
on a Kohler light 
plant. 


¥ 


well known makes, can be made at 
a low rate of cost and with a mini- 
mum of time and equipment. There 
are, of course, several factors to be 
taken into consideration. The plants 
run at a fairly constant speed; 
they do not require a large gas load 
to keep them running; much of the 
equipment necessary to convert 
other stationary engines, or engines 
in vehicles, can be eliminated with- 
out affecting the operation of the 
unit. 

One very practical and econom- 
ical method for the conversion of 
these small light plants has been 
developed by the Century Gas 
Equipment Co., of Lynwood, Calif., 
manufacturers of LP-Gas carbure- 
tion equipment. This company was 
one of the first to produce conver- 
sion equipment for butane and pro- 
pane and has had many years of ex- 
perience in all phases of this work. 

Their. development of equipment 
for the small light plant field has 
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brought forth a method of conver- 
sion which can assist many dealers 
in the promotion of this type of 
job. It makes these conversions eco- 
nomical, easy to install and trouble- 
free. 

When the conversion is made the 
only equipment necessary—besides 
the standard type pressure reduc- 
ing regulator — is the Century 
“Spud-in Lockoff.” It should be 
remembered, however, that this 
method can only be used to ad- 
vantage on the smaller type of light 
plant where the operation is held at 
a fairly constant speed and the 
amount of fuel needed is not too 
great. 

The Lockoff is used when the en- 
gine to be converted has a stand- 
ard-type gasoline carburetor. There 
are a number of methods of at- 
tachment. The pictures and sketch 
shown here illustrate typical meth- 
ods. They are views of a spud-in 
used on Kohler and Cushman light 
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plants. Other hook-ups are used on 
various types of equipment but all 
are similar and equally simple. 

The gasoline carburetor is drilled 
and tapped with a hole using a 
in. pipe fitting between Lockoff and 
the carburetor. A direct connection 
with %-in. tube is then made. 
There is no other equipment at- 
tached between the Lockoff and 
carburetor. 

Gas coming from the pressure 
regulator passes through the Lock- 
off. Here it is controlled by the 
single valve which is actuated by a 
diaphragm operated by the suction 
of the engine. The force of gravity 
closes the valve when the suction 
is removed. 


The only adjustment on the Lock- 
off is a high speed screw as this 
type engine usually runs at fixed 
speeds. This simplification makes 
installation fast and inexpensive. 
As there are only two moving parts 
in the Lockoff, the equipment re- 
quires little, if any, adjustment or 
repair. 

Many engines have been operat- 
ing on butane or propane with the 
Century Lockoff for a number of 
years with little or no maintenance, 
factory engineers announce. One 


installation on a Kohler light plant 
used by a Texas rice grower has 
operated for six years with prac- 
tically no maintenance, and no call 
whatsoever for repair parts. 





Spud-in Lockoff on a Cushman motor. 
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Engineered to Operate Perfectly 


Seasoned Engineering, planning, action, 
and follow-through . . . are Universal's 
all-important steps combined to give 
you more efficient LP-Gas accessories! 


NOW —when SUPERIOR products are 
needed most—UNIVERSAL LP-Gas FIT- 
TINGS AND ACCESSORIES are avail- 
able to meet the individual specifications 
of Manufacturers, Dealers and the User 
of LP-Gas Equipment. 








} CONTROL HEADS 

. Universal UH-50-A 

available for above-ground LP-GAS Systems. 
No Liquid Spillover during filling. 

Direct ''Head to Tank'' Contact. 


Supplied as Complete Assembly or avail- 
able without fittings. 





i e Accepted by Underwriters Laboratories. ce = us 
: Universal control head UH-40-B availabie ‘ | 
for UNDERGROUND systems. LP-GAS CARBURETOR 





TEST BLOCK 

| 

e SIMPLE to use for Testing performance of | 
carburetor. | 
e More ECONOMICAL, more VARIED in ap- | 
plication. } 


e Comes assembled as complete UNIT. 


The UNIVERSAL LP-Gas TRACTOR TANK is | 
designed. and manufactured according to the 
specifications of the tractor. Available NOW 
for standard make tractors by giving number 
and make of tractor. UNIVERSAL gives per- 
sonal engineering service to the tractor owner. 
For use with either Butane or Propane Gas. 


e Sturdy 


CUSTOM-BUILT TRACTOR e Simple 
TANKS e Compact 





Write for further information 


Universal Gas Equipment Company 


Se - «> GRARRAS, TEXAS 
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Typical method of attaching spud-in Lockoff to carburetor. 








A dealer that has used this type 
of installation for a number of 
years is R. S. Harmer, who oper- 
ates a business on Signal Hill in 
Long Beach, Calif. Mr. Harmer 
does a great deal of engine main- 
tenance and installation work 
throughout southern California oil 
fields and has an’ opportunity to 
convert all types of engines. He has 
made a practice of using the Cen- 
tury Lockoff method on all small 
stationary engines whenever pos- 
sible. He reports that it is the easi- 
est adaptation of butane equipment 
he has ever used. The spud-in meth- 
od supplies the needed fuel under 
all conditions with the least amount 
of adjustment. 

In selling this type of equipment 
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the dealer should remember that it 
is advisable to use this method only 
on small light plants of 15 hp. or 
under. The plant should be one that 
remains on a fairly constant load 
and one that will not demand too 
great a load of gas from storage 
tank. 

It is not necessary to replace the 
gasoline carburetor. It can still be 
used with gasoline. Other important 
points to remember when consider- 
ing this type of conversion are: 

The jet should always be located 
just at the break of the venturi on 
the manifold or throttle side. 

This conversion operates on va- 
por only and the tank should be 
large enough to supply sufficient 
vapor. 
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ENS/GN 


Where Performance Counts 


ENSIGN equipped trucks are today doing 
the toughest jobs. Getting there faster with 
the biggest pay loads at the least expense. 
























Results reported from thousands of 
ENSIGN installations in all parts of the 
country prove the practicability of Butane- 
Propane as an engine fuel—lower fuel costs, 
greatly reduced oil consumption and reduced 
engine maintenance. 


ENSIGN, carburetor builders for over 36 
years, offers a complete line of high-quality 
carburetion for every engine need. ENSIGN 
equipment sold and installed by qualified 
Ensign dealers is your assurance of economi- 
cal and satisfactory performance on Butane- 
Propane. 


e CARBURETORS FOR BUTANE OR 
§ COMBINATION BUTANE and GASOLINE 


"ENS/GN 


Write us for complete ™ CARBURETOR COMPANY 


information. Our asad 7010 S. Alameda St., Huntington Park, California 
gineering staff is at Branch Factory: 2330 W. 58th St., Chicago 36, IMlinois 
your service. 
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For SMALL LIGHT PLANTS 
Try Century 
SPUD-IN LOCKOFF 


with your present carburetor, 


for change over to LP Gas 





20 years experience 
manufacturing liquefied 
petroleum carburetion. 


Converters in 3 sizes: 
125—200 & 500 HP. 
Carburetors: 
Straight Butane 
Combination LPG-Gasoline 
Natural Gas. 
Filters 
Solenoid Primers 
for 
Trucks—Tractors—Oil 
Field and other stationary 
or pumping engines. 


Prices are the same 


as for 1939. 


CENTURY GAS EQUIPMENT 


CO. 


11188 Long Beach Blvd. 
LYNWOOD, CALIF. 
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Dynamometer Will Check 
Engine Power and Fuel 


Installation of a dyamometer at the 
J & S Carburetor Co.’s plant in Dal- 
las, Texas, which will enable compari- 
sons of fuel consumption, power de- 
veloped, etc., between gasoline and 
LP-Gas, has recently taken plaee. 

The dynamometer is equipped with 
a shaft extension at each end, with 
one end arranged so that power units 
up to at least 250 hp. may be con- 
nected for testing. The other end is 
used to connect a drum under the 
floor onto which the rear wheels of 
a truck may be placed and the truck 
operated under various load and speed 
conditions, 

Not only will the dynamometer en- 
able comparisons of fuel, but it will 
also make possible a more efficient 
setting of fuel mixtures and ignition 
timing. 

According to the company, the ex- 
tent to which LP-Gas is used in the 
future for internal combustion engines 
will depend largely upon how efficient- 
ly it is used, and equipment that will 
enable the more efficient use of LP- 
Gas should benefit the industry gen- 
erally. 


New Firm Serves Highway 
And Domestic Accounts 


One of the new and faster growing 
LP-Gas organizations in the Southern 
California area is the Hercules Bu- 
tane-Propane Co. of El Cajon. 

Located on main Highway 60, run- 
ning east of San Diego to El Centro, 
this company has modern station facil- 
ities, showroom and warehouse. A full 
line of domestic appliances and equip- 
ment is maintained along with a de- 
partment for customer service. 

The company serves the San Diego 
area, which is expanding rapidly, with 
many new homes being built on farms 
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HERCULES FUELS Z 
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and in small towns. Their service in- 
cludes wholesale distribution of all 
types of fuels, including butane, pro- 
pane, gasoline, diesel oil, and stove 
oil, retail distribution of these fuels 
both at the station and by delivery 
service to rural homes in the area.. 
The station maintains a 24-hour 
service for these fuels, including one 
dispenser for LP-Gas. The station is 


The multi-fuel dispensing station of Hercules Butane-Propane Co., El Cajon, Calif. 


. oo 
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modern and completely equipped to 
serve car or truck customers. The en- 
tire area surrounding the station is 
paved. All piping is underground. 
The LP-Gas storage, built to pro- 
pane specifications, handles both bu- 
tane and propane. The system con- 
tains 20,000 gallons and was designed 
and built by the A. O. Smith Corp. 
Executives of the organization in- 








cee: ORTERERGAET 


Jattonspiold 


BUTANE MANIFOLDS 








For (Added Power, with LESS FUEL! 











Illustrated is an International butane manifold which 
will give your motor a 10°/, increase in power and 
8%, to 12% better mileage. Now available in two 
sizes: Medium (K-7, K-8) Large (K-11). 


Electric & Carburetor Engineering Co. 


2323 E. 8th Street 
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“Pioneers of the Butane Industry” Los Angeles 2! Calif. 
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clude Geo. W. Jackson, president, who 
is also president of the Hercules Oil 
Co., of San Diego; Melvin Nevitt, also 
an officer of the Hercules Oil Co.; and 
E. Ernest Adams, vice president, own- 
er of Adams and Co., of Los Angeles, 
wholesale distributors of propane. 


Propane Dries Cement 
in Frigid Weather 


By M. A. HORNE 


apis of the slickest methods to get 
concrete to dry in zero weather is 
to use propane gas heaters under 
tents covering the freshly poured 
concrete. 

B. E. Bulkley, of the Eagle Valley 
Propane Gas Service, Eagle, Colo., 
recently took over a new territory on 
the Western slope in Colorado. His 
territory runs to the Divide and down 
to the Western part of the state. 
That means high, cold country in any- 
body’s language. He had to begin de- 
liveries of gas and put in some kind 
of showroom for domestic equipment 
during January or give up the deal. 

He bought a good piece of land on 
the main paved highway fairly well 
centered as to distance in this terri- 
tory. The place had a phone and elec- 
tricity. He hired a bulldozer to level 
off the land. Here he began a store 
and storage buildings. 

Under ordinary conditions in this 
high country, concrete would freeze 
long before it dried. But Bulkley dug 
his trench and put in the forms for 
his foundations, poured a few feet of 
his cement and then erected a tent up 
over it. Inside this he placed a small 
space heater and connected that with 
a cylinder of propane gas, turned it 
on and waited. 
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In spite of temperature below zero, 
the cement dried and the foundations 
are firm and substantial as they would 
have been had the days been bright 
and warm. As each few feet dried he 
would pour the next amount, and so 
on until he was all the way around 
with the concrete and firmly dried so 
that the rest of the building could be 
put up. 

The building is of cinder blocks and 
the walls that were put up in cold 
weather are dried in like manner. 

Mr. Bulkley figures the cost was 
around $30 but that was well compen- 
sated for by the time saved in get- 
ting the building under way in the 
new territory. When pressed for time 
this method cannot be beaten, he 
thinks. 


Lone Star Gas Installs 
Huge LP-Gas Storage 


D. A. Hulcy, president Lone Star 
Gas Co., Dallas, reported in an ad- 
dress before the Southwestern Gas 
Measurement Short Course at Nor- 
man, Okla., that the Lone Star is 
fortifying itself and its 9,000 LP- 
Gas customers against any future 
scarcities as much as possible by 
providing for 1,500,000 gallons of ad- 
ditional tank storage, 800,000 gal- 
lons of which will be for its distri- 
bution facilities. The company also 
is participating in the campaign to 
encourage larger consumer storage 
facilities. 

About 700 gas men from oil and 
gas producing and using states at- 
tended the three days short course, 
May 6-8, held under the direct spon- 
sorship of the College of Engineer- 
ing, University of Oklahoma. 

Sessions were devoted principally 
to addresses and instruction in the 
measurement and regulation of natu- 
ral gas. 
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Louisiana Dealers Elect 
R. Leslie Kiper President 


T HE annual meeting of the Louisiana 
Butane Dealers Association held 
April 3 at the Bentley hotel, Alexan- 
dria, La., was 
featured by the 
election of offi- 
cers for the year 
April 1, 1947, 
through March 
31, 1948. The of- 
ficers were elect- 
ed by the execu- 
tive board which 
had been nomin- 
ated from the 
floor instead of 
by the usual 
practice of a nom- 
inating commit- 
tee. 

New officers are: R. Leslie Kiper, 
president, E. R. Kiper Gas Corp., 
Monroe; E. T. Jordan, vice president, 
Jordan Home Appliance Co., Baton 
Rouge; W. H. Readhimer, secretary, 
Readhimer Appliances, Campti; and 
Van L. Leary, treasurer, Shreveport 
Butane Co., Bossier City. L. C. Parker 
is attorney and executive secretary 
for the Association. 

Addresses were given by William 
J. Fischer, chairman of the Louisiana 
Liquefied Petroleum Gas Commission; 
Wade O. Martin, Jr., secretary of 
state and an ex-officio member of the 
Commission; H. E. Myers, Tappan 
_ Co.; and J. J. Toledano, Stoves, 

ne. 

In the afternoon a demonstration 
was given by the safety department 
of the Standard Oil Co., Baton Rouge, 
in which the explosive, heating and 
burning qualities of butane and sev- 
eral other fuels were explained. 





R. L. 


KIPER 
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The officers who served the associa- 
tion last year were: Quentin Jones, 
president; John R. Holicer, vice presi- 
dent, and J. M. Robinson, secretary. 
In the absence of Mr. Jones, Mr. Holi- 
cer presided at the April 3rd meeting. 


1947 LP-Gas Short Course 
Scheduled for Tulsa, Sept. 3-5 


The University of Tulsa, Tulsa, 
Okla., will again hold a LP-Gas ap- 
pliance short course for the advan- 
tage of men in the liquefied petroleum 
gas industry able to attend. The ses- 
sion will be at the College of Petro- 
leum Sciences and Engineering Sep- 
tember 3-5. 

During the planned three day 
course a wide range of subjects will 
be covered from customer relations 
through installation and_ servicing 
problems to the selection of proper 
equipment. There will be a banquet 
on the evening of Sept. 4. 

The advisory committee is composed 
of G. W. Bach, G. L. Brennan, R. J. 
Coughlin, F. N. Havens, Henry W. 
Holifield, William F. Lowe, K. W. 
Rugh, Charles Russell, A. T. Scherer 
and Howard D. White. 


New Group Takes Stand 
Against Small Tanks 


LP-Gas dealers in northeast Texas 
met in March to organize a “local- 
level” association, conforming to a 
policy advocated by the Texas Butane 
Dealers Association. 

Known as the North East Texas Bu- 
tane Dealers Association, the group 
plans to promote better relationship 
between dealers in that area and solve 
local problems. 

Chairmen elected at the Mt. Pleas- 
ant meeting are L. D. Lowry, Lowry’s 
Butane Service, Mt. Vernon, and John 
W. Jackson, Russell-Jackson Appli- 
ance Co., Mt. Pleasant. 
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THE TRADE 





Production of LP-Gas Lamps 
Increased by Manufacturer 


According to information recently 
received, gas lamps, specially de- 
signed for LP-Gas operation, are be- 
ing made in increasingly large num- 
bers by the General Gas Light Co., 
of Kalamazoo, Mich. 

An insistent demand by dealers in 
liquefied petroleum gases for gas 
lighting equipment suitable for use 
in homes and stores is responsible for 
the decision of the above mentioned 
company to increase production on 
both wall type lamps and ceiling 
pendant styles. 

Undoubtedly this will be welcome 
news to the hundreds of LP-Gas deal- 
ers who sold Humphrey gas lamps 
prior to the war period but who have 
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been unable to secure enough of them 
recently to meet the demands of their 
customers. Descriptive literature and 
prices can be obtained by writing di- 
rect to General Gas Light Co. 


At a recent meeting of the board 
of directors of Cribben & Sexton Co., 
manufacturers of “Universal” gas 
ranges, William M. Hillborn was 
elected president, succeeding George 
D. Wilkinson, Sr., who retains the 
position of chairman of the board. 

Thomas H. Heneage was elected 
vice chairman of the board, and Sid- 
ney R. Hill was named controller. 
George D. Wilkinson, Jr., secretary 
of the company, was also made a 
member of the board of directors. 
Wendell C. Davis was re-elected vice 


* 


At left is shown a 
“Payload” delivery 
tank, completely 
equipped with proper 
valves and fittings, 
being loaded on an 
airplane at the Dal- 
las airport for ship- 
ment to Chester, New 
York. This tank, 
which can be speedily 
and permanently 
mounted on a truck 
chassis, is manufac- 
tured by the South- 
land Steel Co., Dallas. 
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president and treasurer, and W. C. 
Wilkinson has been named purchas- 
ing agent, succeeding Carl E. Lyon, 
who retired the first of this year. 


The annual spring sales meeting 
of Anco Manufacturing and Supply 
Co., Tulsa, Okla., was held at The 
Mayo in April. New lines of 1947 
merchandise for the butane-propane 
gas dealers were announced and also 
new merchandising plans were dis- 
cussed. 

Anco Manufacturing and Supply 
Co. is exclusive distributor, nation 
wide, of liquefied petroleum gas 
equipment and appliances. Branch 
offices are located in Minneapolis, 
Cincinnati, Chicago, Dallas, Atlanta, 
and Los Angeles. 

Attending the meeting were (in 
accompanying picture), top row, left 
to right: P. E. Gray, George T. Ep- 
ley, R. S. LaScelle, H. J. Turner, W. 
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Attendants at spring meeting of Anco Manufacturing and Supply Co., Tulsa, Okla. 


W. Wattman, George W. Level. Cen- 
ter row: C. E. Cordell, H. H. Miles, 
Joel H. Nelson, L. W. Bennett, Jr., 
C. M. Denton, A.- V. MacMurray, 
William L. Abbott. Bottom row: Don 
W. McBeath, Howard I. Fidler, T. C. 
Shaw, B. D. Dawson, Paul R. Smith, 
Marvin H. Kelley, Max W. Wattman. 


Announcement is made by Ameri- 
can Car and Foundry Co. that John 
F. Considine has been appointed dis- 
trict manager of their Chicago plant. 
He had previously been assistant dis- 
trict manager of that plant. 


Frank J. Hoenigmann has resigned 
as executive vice president and direct- 
or of Florence Stove Co., according to 
an announcement made by President 
Robert L. Fowler. 

Mr. Hoenigmann, who has main- 
tained his headquarters in the Chi- 
cago office, has been in charge of Flor- 
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ence operations. He is leaving Flor- 
ence Stove Co. on June 30. According 
to Mr. Hoenigmann, his future plans 
will be announced later. 


Due to the retirement of G. L. 
Brunner, Sr., from the management 
of the Brunner Manufacturing Co., 
A. G. Zumbrun becomes chairman of 
the board of directors and managing 
director of the company. G. L. Brun- 
ner, Jr., continues his activity as 
president. 

Mr. Zumbrun has been active in the 
company 22 years, joining the com- 
pany in 1925 as auditor, elected as 
treasurer in 1933, an office which he 
still holds. He was elected vice presi- 
dent and general manager in Decem- 
ber, 1945. 

Alfred D. Sullivan has been ap- 
pointed chief engineer. Mr. Sullivan 
joined the Brunner organization in 











A. G. ZUMBRUN A. D. SULLIVAN 
March, 1945. He holds a BME degree 
from Cornell University. Prior to 
completing his education at Cornell, 
he was engaged in various phases of 
refrigeration work from 1935 to 
1939. Following graduation from 
Cornell, he became a development 
engineer for the Carrier Corp., be- 
coming head of Carrier testing de- 


A 


Household Products 

Co.’s display of Servel 

refrigerators and wa- 

ter heaters in the 

Western Merchandise 

Mart, San Francisco, 
in February. 
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“THE WELBILT RANGE... 
SERVICE AT THE VERY 
MINIMUM” 


Max Raflowitz, President, 
The Home Gas Corporation, 


Housatonic, Mass. 






In a letter recently received, Mr. Raflowitz 
stated: “You should be . .. justly proud of 
the fact that the Welbilt Range is every- 
thing the name implies; it is so “Welbilt” 
that service is at the minimum, by far less 


than much higher priced stoves.” 


Because Welbilt has concentrated its engi- 
neering facilities upon the requirements of 
the L. P. gas industry, many | distributors 
agree with the Home Gas Corporation in 
recommending Welbilt Gas Ranges to cus- 


tomers. 


WELBILT STOVE CO., INC. 
Maspeth, Long Island 





OW Pit. 


uore Welbilt Ranges wu bE DELIVERED SOONER! 
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partment on reciprocating compres- 
sors in 1944. Up to the time of his 
appointment as chief engineer at 
Brunner’s he was in charge of de- 
velopment research and experimental 
engineering. He is the author of 
papers on refrigeration and air com- 
pressor applications and an active 
member of A.S.R.E. 


Henry M. Taylor, district manager 
of the Ruud Manufacturing Co. in 
Iowa, died of a heart attack in Mason 
City, Iowa, on May 1. 

Mr. Taylor was a native of Reeds- 
ville, Pa., a graduate of Mercersburg 
Academy, and joined the Ruud or- 
ganization in 1923 as a salesman in 
Cleveland, Ohio. Successively, he was 
Ruud district manager in Milwaukee, 
Louisville, and in Iowa, where he made 
his headquarters in Cedar Rapids. 





Floyd C. Myers, regional manager 
of Black, Sivalls & Bryson, Inc., an- 
nounces the opening of a new com 
pany sales and service branch at 
Lubbock, Texas. The branch will 
specialize in oil field equipment and 
will also act as an outlet for BS&B 
special products. 

Clint G. Ross, who for the past 
several years has managed the Ar- 
tesia, N. M., branch, will direct th. 
new operations. 

An 80-page booklet, “The Choos- 
ing and Using of Tanks” has been 
released by Black, Sivalls & Bryson, 
Ine. 

The points discussed in the illus- 
trated booklet were largely gleaned 
from questions asked of the branch 
managers of Black, Sivalls & Bry- 
son, Inc., all over the world, and 
represent the accumulated experience 





‘When you UNLOAD TANK CARS 
make sure they're EMPTY! 


After all liquid petroleum has been transferred 
from a tank car or tank truck there is still a 
considerable quantity of vapor left in the tank. 
This cannot be recovered by a liquid pump. This 
vapor amounts to from 500 to 1000 Ibs. of LP 
Gas in every tank car unloaded! You pay for 
this lost poundage as well as its transportation! 


This vapor can be recovered with the Brunner 
LP Gas Unit, a compressor assembly that pumps 
volatile liquids and recovers their residue vapor. 
It is a package unit that is outstanding in speed, 
efficiency, safety and low cost. 


BRUNNER MANUFACTURING CO. 
UTICA 1, NEW YORK, U.S. A. 


BRUNRER 


SINCE 1906 


BRUNNER LP Gas self- 
contained compressor 
unit, 4 cylinder, 5 hp. 


WRITE FOR THIS 
NEW FREE BOOKL! 


It describes the Brunner LP Gas 
and contains more illustrations, ¢ 
agrams, tables and valuable info 
mation on the handling of LP Go 
1 than any booklet ever issued. 
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GENERAL CONTROLS 


The Acknowledged Standard in Automatic 






Pressure, Temperature and Flow Control Units 


Here are a few of an outstanding line of controls for 
Industrial, Commercial and Domestic applications. 
% ALL-GAS CONTROLS 
« AIRCRAFT CONTROLS, ELECTRIC 
* AUTOMATIC SAFETY PILOTS 
* GAS REGULATORS 
* LOW WATER CONTROLS 
* GOVERNOR TYPE VALVES 
* HI-LOW-OFF VALVES 
* INDUSTRIAL VALVES 
* LOW PRESSURE GAS VALVES 
* MOTOR OPERATED VALVES 
x MAGNETIC GAS VALVES 
* PILOT BURNERS 
* PILOT GENERATORS 
* REFRIGERATION VALVES 
+e SOLENOID VALVES 
* STRAINERS—RELAYS 
* 100% SHUT-OFF VALVES 
* THERMOSTATIC CONTROLS 
* TRANSFORMERS — SWITCHES 3 
* THERMOPILOTS ie 
Controls for air, water, steam, natural, manufac-- 
tured and liquefied mena gases, light and 
heavy oils, etc.» refrigerants such as: freon, 
methyl chloride, sulphut dioxide and ammonia. 


A.C. or D.C. normally closed or open types. 
High and low pressures and temperatures. 


FOR COMPLETE SPECIFICATIONS 
REQUEST NEW CATALOG. 
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Royal Rose Range 
for Better 


L-P Cooking 

















Standard Equipment: 


@ White porcelain aeration pans 
© 60 minute reminder alarm 

®@ Automatic oven heat control 
®@ Porcelain enameled burners 

@ Fiberglas insulated oven 

@ "KROMEX" broiler pan 


BEAUTIFUL EFFICIENT 


A.G.A. Approved for 


Flush-to-Wall Installation at sides and 
back; it is especially designed for the 
MODERN "BUILT-IN" KITCHEN. 


Write for information 


J. ROSE & CO., INC 


68 Jay Street 
Brooklyn 1, New York 




















of a considerable number of men, 
over many years, with a large va- 
riety of production tank problems. 

Gwynne Raymond, chief engineer 
of the company, who prepared the 
book, originally presented “The 
Choosing and Using of Tanks” as an 
illustrated lecture before the chap- 
ters of the A.P.I. 

Copies of “The Choosing and Us- 
ing of Tanks” are available on re- 
quest. 





J. H. WILLIAMS ALBERT D. WHITE 


Albert D. White recently was ap- 
pointed general manager of the Bu- 
tane Equipment Co. in Dallas, where 
he has acted in various capacities for 
over a year. He started at the Dal- 
las plant as an apprentice salesman, 
then sales manager, assistant general 
manager, and finally general manager. 

Mr. White attended Texas A & M 
College and served several years in 
the European theater during the late 
war. 

James H. Williams has been made 
assistant sales manager of the Butane 
Equipment Co. He has been with the 
organization about a year and a half 
and is widely acquainted with dealers 
in the South and Southwest. He will 
share offices with Mr. White. 


Henry C. L. Johnson has been ap- 
pointed advertising manager of 
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HERE ARE YOUR ANSWERS 


PARTIAL LIST OF CONTENTS 


WHAT IS PROPANE?—Supply. 
Definitions. 


THE BEHAVIOR OF GASES—Pressure. Specific 
Gravity. Density. Compression. 


HEAT AND TEMPERATURE—Heat Transfer. 
Conduction. Convection. Radiation. Expan- 
sion. 


Properties. 


WHAT GOES ON IN A PROPANE CYLIN- 
DER? Construction. Filling. 


THE SIMPLE REGULATOR—Design. 
and Cures. 


REGULATOR MANIFOLDS—Service Problems. 
Multiple Installations. Various Manifold 
Systems. 


REGULATIONS — Equipment Selection and 
Installation. Domestic. Industrial. Safety. 


LP-GAS PIPE -LINES—Friction. Formu- 
las. Charts. 


TESTING FOR LEAKS AND ADJUSTING 
BURNERS—Flame Characteristics. Servicing. 


FUNDAMENTALS OF THERMOSTATS—Types. 
Service. Expansion of matter under heat. 


PILOTS AND PILOT CONTROLS — Types. 
Causes of Failure. Proper Location. Adjust- 
ment. Safety Pilots. 


BURNER DESIGN AND _ APPLICATION — 
Ports. Orifices. Burner Installation. 


APPLIANCE CONVERSIONS—Inputs for Do- 
mestic, Commercial and Industrial Burners. 
Required Information. 


FACTS ABOUT WATER AND WATER HEAT- 
ERS—The Effects of Water on Heaters. 
Usage Tables. 


TYPES OF WATER HEATERS—Installation. 
Safety Devices. Efficiency. 


SELECTING AND INSTALLING WATER HEAT- 
ERS—Demand Analysis. ~~ Bill Com- 
plaints. Service Problems. Peak Demands. 
Capacities. 


COMPETITIVE FUELS—WOOD—Heat Content. 
Efficiency. Competitive Figures. 


Problems 


Sizes. 





Invaluable to DEALERS, 
SALESMEN, and SERVICEMEN 
handling Butane-Propane 
Gases, Equipment, and Appli- 
ances. 


352 Pages of Answers to 
every day questions about 
Liquefied Gases 


THE 

BOTTLED GAS MANUAL 
by C. C. Turner 

$400 


per copy 











COMPETITIVE FUELS—COAL—Chemical Com- 
position. Heat Content. Efficiency. Merits 
and Disadvantages. 


COMPETITIVE FUELS—OlL—Average Heat 
Content. Efficiency. Competitive Figures. 
COMPETITIVE FUELS—ELECTRICITY — Rates 
and Refrigeration. Meeting Electrical Com- 

petition. 

COMPETITIVE FUELS—ELECTRICITY—COOK- 

NG AND WATER HEATING—Operating 

Costs. Fire Hazards. Relative Merits. 

GAS LIGHTING—Law Governing Transmission 
of Light. Relative Costs. Value to Industry. 

SPACE HEATING — Estimated Re 
Proper Sizes. Types of Heating 
Estimating Costs. 


THE TOOLS OF OUR PROFESSION 


uirements. 
uipment. 





We pay postage on orders accom- 
panied by check or money order. 
In California add 12c for sales tax. 


ORDER YOUR COPY 
TODAY 





BUTANE-PROPANE News 


1709 West Eighth St. 
LOS ANGELES 1(4, 
CALIFORNIA 
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For 


Butane-Propane 
SERVICE 


PEERLESS 


TURBINE (VANE) 


PUMPS 


For High Heads and Capacities 
up to 150 G.P.M. 





Type XT 


For efficient, low cost liquefied 
petroleum gas services including 
1 p-g bottling, tank storage, truck, 
tankcar transfer, etc. 


Most advanced in design and 
construction for maximum service 
and dependability. 


Write for Details 


CoH 


Peerless Pump Div. 


Food Machinery Corporation 
Canton 6, Ohio — Quincy, Illinois 
Los Angeles 31, Calif. 














Rheem Manufacturing Co., it is an- 
announced by R. S. Rheem, president. 
Carlton A. Johanson, who has been 
manager of public relations and ad- 
vertising for the Rheem company, is 
resigning to open an office in San 
Francisco to engage in public rela- 
tions and industrial consulting. 

William R. Geary, Jr., has been 
named assistant to the comptroller 
of Rheem. 

Mr. Geary joined Rheem Manufac- 
turing Co. in 1943 as assistant to the 
general attorney in the legal depart- 
ment of the New York office. 


John W. Peterson, advertising and 
sales promotion manager of the Cli- 
max Industries, Inc., three manufac- 
turing plants, located in Clinton, 
Tulsa and Chicago, has announced 
the formation of the Peterson Ad- 
vertising Agency with offices located 
at Clinton, Iowa. 


Before becoming associated with’ 


Climax, Mr. Peterson has had many 
years’ experience in the newspaper 
and advertising agency business. 


Roberts & Mander Corp., Hatboro, 
Pa., makers of “Quality” appliances, 
has announced the appointment of 
James F. Doran, as district manager 
for metropolitan New York, New 
York state, and New Jersey. 

Mr. Doran has been the sales repre- 
sentative for the state of New Jersey 
for over 15 years. He will make his 
headquarters at the district office and 
showroom, One Park Avenue, New 
York. He succeeds John H. Emery, 
who has recently been appointed vice 
president and sales manager for Rob- 
erts & Mander. 


Dudley & Garland, newly formed 
Boston sales engineering firm, has 
been appointed New England repre- 
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You know 


where | EAT LN 4 


prospects live 


because their 


coupons fell you , 


A good product is no good to you in the 
warehouse. So we concentrate on moving 
Heatway appliances OUT of your stock, not 
into it. 

National advertising is aimed at getting 
leads. We don’t just keep the Heatway name 
before the public. We get the public’s names 
for you... 

Every Heatway ad carries a coupon or offers 
free literature. And every inquiry is turned 
over to the nearest Heatway dealer. 

That’s how the Heatway Franchise can put 
you in the money... with ACTUAL IN- 
TERESTED LEADS. 


HEATWAY 
STOKERMATIC 


The Franchise that brings 
you LEADS 
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Month after month, 
national advertising gets 
leads in your neighborhood. 


HEATWAY 

570 Lexington Avenue 

New York 22, N. Y., Dept. A-8 

I’m interested in leads. Tell me all about 
the Heatway Franchise. 


NAME 
ADDRESS. 
CITY 











STATE 





PROFITABLE 


Blickman Coffee Urns 
and Steam Tables... 
Have Strong Sales Appeal 


@ Today, more than ever, commercial 
cooking establishments need new 
equipment and replacements to main- 
tain operating efficiency. Sell these 
nationally-advertised appliances for 
increased LPG volume, added profits 
and satisfied customers. 


“Tri-Saver’ Coffee Urns 
All stainless steel. Permanent stain- 
less steel filter eliminates urn bags or 
filter paper. “Sealweld” burnout-proof 
construction. Single urns and batteries. 


Popular Price Steam Tables 
Stainless steel top and covers. Open, 
semi-enclosed or fully-enclosed under- 
structures. Top arrangements to suit 
specific requirements. 

SEND FOR CATALOGS — giving 


full details about these out- 
standing load builders. 


$. BLICKMAN, inc. 


MANUFACTURERS OF FOOD SERVICE EQUIPMENT 


2106 Gregory Ave., WEEHAWKEN, N. J. 


sentative of the Industrial Division 
of Bryant Heater Co., Cleveland. 

The new firm, located at 176 Fed- 
eral St., will handle Bryant indus- 
trial gas combustion equipment in 
all six New England states, with the 
exception of southwestern Connecti- 
cut, which will continue to be served 
by the Bryant New York district 
office. 


Kerotest Manu- 
facturing Co., of 
Pittsburgh, man- 
ufacturers of cast 
steel and brass 
valves and _ fit- 
tings, announce 
the appointment 
of James A. Nor- 
ris as West Coast 
Division sales 
manager and the 
opening of new 
division offices at 
315 West Ninth St., Los Angeles. 

Kerotest Manufacturing Co. for- 
merly occupied offices at 3305 East 
Slauson Ave., Los Angeles. Ware- 
house stocks of valves and fittings 
will be carried for West Coast dis- 
tribution. 

Joseph A. Swaton and John H. 
Mueller will continue as West Coast 
field representatives. 


JAS. A. NORRIS 


Paul B. Sagar has been appointed 
sales and service education engineer 
for the Norman Products Co. it was 
announced by E. A. Norman, Jr., pres- 
ident of this Columbus heating equip- 
ment manufacturing firm. 

Mr. Sagar comes to Norman Prod- 
ucts Co. with a wide experience in 
the gas-fired equipment field. He was 
formerly with General Controls as 
field engineer handling sales organiza- 
tion, service education and control ap- 
plication to gas fired appliances east 
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AUTOMATIC HOT WATER HEATER 


Streamlined production has speeded our deliveries 
... Will speed yours. Plan on delivering WALDORFS 
as fast as freight can get them to you. And what 
heaters! Look over these features. See why L-P men 
are looking eagerly to WALDORF. We're meeting 
their demands with the best heater our careful plan- 
ning and precise engineering can produce in the 
lower-price field. 


Positive, snap-action thermostat with graduated dial for water 
temperature. 


Electro-magnetic automatic—l00% safety—thermo-couple con- 
trol shuts off completely both pilot and main burner in case of 
gas failure. Gas will not flow to main burner until safety pilot is 
lighted and operating. 


Insulated with heavy blanket of heat-retaining fibre-glass. 


Improved bunsen-type cast iron burner designed and engineered 
for maximum efficiency. 


Extra heavy precision welded tank, galvanized inside and out- 
side by hot dip process. Pressure tested to 300 pounds. 


Gleaming white, enamelled steel jacket, baked by infra-red 
process. 


Approved by American Gas Association. 


WALDORF HEATER CO. 


1421 Chestnut Street «¢ Philadelphia 2, Pa. 





LP DISTRIBUTORS CAN NOW PROMISE 


| MUMEDINTE DELIVE: 


4 

















Announcing! 


Immediate Delivery On 
45,000 and 55,000 B.T.U. 
AGA Approved L.P.G. 









SHAW | 
FOO FUIRWAQE 


BREE es nee 





' 








CONSTRUCTION 


16 gauge pressed steel 24''x24"' grill, welded 
corners, baked-on brown finish. Heavy 26 
gauge galvanized steel outside sheil with 
double flip on top. 24 gauge removable in- 
side shell. Pittsburgh seams—practically water 
tight. Approximate weight 155 Ibs. 


BURNER & COMBUSTION CHAMBER 


Economical air cooled burner—Ié gauge black 
steel sheet combustion chamber, electrically 
welded. Both positively guaranteed, for life 
of furnace, replaceable by SHAW BURNER 
CO., INC., for the dealer. 


CONTROLS 


Furnished either manually operated or with 
Minneapolis-Honeywell Automatic Controls— 
with 100% cutoff on main burner and pilot. 
Also supplied with White Rogers, Sampsel 
— controls, Either Natural Gas or 


Manufactured by 


Shaw Burner Company, Inc. 


P.O. Box 203 Phone 2274 
Arkansas City, Kansas 
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of the Rocky Mountains. He also spent 
four years as control and motor appli- 
cation engineer at Iron Fireman Man- 
ufacturing Co., and for two years was 
associated with the American Gas As- 
sociation Testing Laboratories in 
Cleveland. 

- He is a member of the A.G.A. Re- 
search Advisory Committee for burn- 
ers, controls and accessories, and has 
served on many national committees 
dealing with gas heat engineering. He 
is a graduate of Oregon State College. 


R. H. (Dick) Wherry has joined 
the Gas Equipment Supply Co. as 
sales engineer, announces M. J. La- 
Due, president of 
the company. 

After Mr. Wher- 
ry received his 
degree in mechan- 
ical engineering 
at Kansas State 
College in 1989, 
he was employed 
for seven years 
by the Skelgas 
Division of the 
Skelly Oil Co., 
where he became 
assistant to A. H. 
Menuet. He then 
spent a year as field engineer with 
an equipment manufacturer. 

Gas Equipment Supply Co. are now 
located in their new offices and ware- 
house at 127 Ellis St., N. E., At- 
lanta, Ga. They are distributors in 
the southeastern states of the Rego 
line of LP-Gas control equipment, 
manufactured by The Bastian-Bless- 
ing Co., Chicago. 


DICK WHERRY 


Payne Furnace Co., Beverly Hills, 
Calif., has announced the inaugura- 
tion of a new “ship-to-shore” radio 
telephone service which will enable 
the company’s fleet of service trucks 
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[WOR ANA 
WATER HEATER 


The newly designed C&L Hoffman automatic 
storage water heaters are beautifully styled. 
Nearly half a century of dependable perform- 
ance has earned C&L Hoffman water heaters 
a reputation for leadership which is your as- 
surance of customer satisfaction. Increase your 
profits and safeguard your reputation by al- 
ways specifying C&L Hoffman water heaters 
on all installations. 


Available through plumbing jobbers and 
distributors everywhere. Write for full infor- 
mation and descriptive literature today. 

Other C&L Products: C&L Blow Torches, Fire Pots @ 
C&L Lamneck Prefabricated Duct and Fittings @ C&L 


Monarch Builders Finish Hardware, Panic Exit Devices @ 
Buckeye Grain Bins, Corn Cribs @ Silver Shield Silos 
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Williams Vented 
WALL WARMOLATOR 


for New Residences. 


For Butane, Propane 
or Natural Gas. 





Dual type, 45,000 B.t.u. input. 


Color, light ivory. For 2 x 4 studs. 
For manual control only for L.P. gas. 


Easily installed—Easily accessible. 


No pit or basement A.G.A. Approved. 
Eligible for F.H.A. loans. 


Size of face 25!" wide, 50" high. 


Size of recess in walls, 2334" x48" 
high. Projects from wall, 4 inches. 


Ask for Circular, Form 216 


WILLIAMS 


RADIATOR COMPANY | 


“Sponsors of better heating since 1916" 
Sales office: 3115 “= Bivd. 
Los Angeles 4, Calif. 


Factory: 1821 Flower St. 
Glendale !, Calif. 
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Payne Furnace Co. service man talking to 
home office by ‘mobile telephone.” 


to maintain telephone contact with 
the plant’s service department at all 
times. Company officials stated that 
this equipment will facilitate the 
handling of furnace service calls. 

This special two-way communica- 
tion system permits Payneheat’s 
main office to relay service calls to 
the truck operator while enroute or 
when on another job. The truck op- 
erator can originate calls by pushing 
a “talk” button which puts him in 
touch with a telephone company mo- 
bile service operator who connects 
him with the number called. 


The Standard Oil Co. of California 
has recently issued its 1946 annual 
report showing the scope of its 
world-wide operations. A two-page 
spread shows the countries in which 
the company operates, both in the 
United States and in many foreign 
lands. 
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BETTER FITTINGS 


IMPROVE 
YOUR PRODUCT 


many 
leading 
tank 


builders 


choose 


SELWYN 


LANDERS 
i ACP 
equipment 


LET US QUOTE ON 
YOUR REQUIREMENTS 


JUNE — 1947 


Selwyn-Landers Combination 
Outage and Pressure Gauge As- 
sembly No. 45-B for both %4"’ male 
pipe tank connection and '4” 
female connection. Consists of 
stainless steel needle valve, pres- 
sure gauge, outage valve and 
STOP FILLING warning dial. 


OTHER SELWYN - LANDERS PRODUCTS 


ROTARY GAUGES 
RELIEF VALVES 
FILLER VALVES 
P.O.L. PIGTAILS 
ADAPTERS 


FIXED LIQUID LEVEL GAUGES 
VAPOR RETURN VALVES 
CYLINDER VALVES 
SLIP TUBE GAUGES 
L. P.G. REGULATORS 


SELWYN- 
LANDERS CO. 


4709 EAST WASHINGTON BLVD. 
LOS ANGELES 22, CALIFORNIA 
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PUMP BUILT BY A ROTARY PUMP 





Viking Rotary Pumps are no side- 


line business. They are no fill-in. 
Making Viking Rotary Pumps is 
our one and only job. That is why 
you get so much from a Viking 
Fump. 


It's an exclusive Viking product... 
in design . .. in production . 

in service. Every effort is extended 
toward the betterment of this one 
product. Every design is based on 
a "gear-within-a-gear—2 moving 
parts” principle. All production is 
cencentrated on this one style 
pump. Service is simplified by the 
same means. 


Discover for yourself this 
outstanding rotary pump. 
Write today for free folder 
Bulletin Series 
2300B. It will be 
sent to you by re- 
turn mail, 





Pump Company 


CEDAR FALLS, IOWA 














Distributors 
Have Problems 


By ELWIN E. HADLICK* 


Executive Vice President, National Butane- 
Propane Association, Minneapolis 


HE present hue and cry of the 

butane and propane gas indus- 
try is to develop a balanced load. 
That is a_ per- 
fectly proper 
thing to be con- 
cerned about. No 
one will contend 
that there is 
anything but 
merit to having 
a balanced load. 
It is, as a mat- 
ter of fact, sur- 
prising that in- 
dividual opera- 
tors in the in- 
dustry have not 
been more conscious over the years 
of the effects of an unbalanced 
load. 

What has been done or not done 
is water over the dam. The industry 
must start from where it is and not 
from where it might have been. 

There is danger in generalizing 
or attempting to solve the problems 
of any industry on a single or 
simple basis. Lack of a balanced 
load isn’t the only factor involved 
in this industry. Other problems 


E. E. HADLICK 





* A talk delivered before meeting of the 
Illinois Liquefied Petroleum Gas Associa- 
tion at the St. Nicholas hotel, Springfield, 
Ill., May 7. 
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-_Quality...Styling...Value 





Greater grows the demand for SECURITY Automatic 
Hot Water Heaters. More and more buyers seek the 
smart appearance, dependable performance, superior 
workmanship for which SECURITY is famed. Thousands 
of users are amazed at the efficiency, economy and 
long life of these gleaming Automatic Water Heaters. 
Operate on all fuel gasses. Now is the time to look to 
SECURITY ... for leadership and for sales! 



































¥ 
’ & SECURITY: 
1 GAS FIRED (2 PRODUCTS 
S 
t The “LONG-LIFE” LINE 
y SECURITY MANUFACTURING CO. 
. a KANSAS CITY 3, MO. 
a A SYMBOL OF QUALITY 
tae ASME U-69 EXCLUSIVELY USED 
; (GL) FITTING S-CRITERION GAUGE 
e NOW AVAILABLE 
: FOR IMMEDIATE DELIVERY 

Propane Butane 
g 4 Under and Above Ground Underground 
1s 152 Gallon capacity 200 lb. W. P. 304 gallon capacity 101 lb. W. P. plus 
or 222 4 7 ‘tes 4 15% Corrosion Allowance 
d 330 = as Pm ont ” 410 gallon capacity 101 lb. W. P. plus 
d 500” ” ee ho 15% Corrosion Allowance 
x Also all sizes BUTANE TRANSPORTS, Complete 

CONTACT US FOR SPECIFICATIONS AND PRICES 








DELTA TANK MANUFACTURING £o.1nc. 





P.O. Box 1469, Baton Kouge la. e P.O.Box 1091, Yacon, Sa 
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may be involved which may have 
their effects upon supply, the solu- 
tion of which may or may not be 
in the control of the distributors. 

Suppose we start from the prem- 
ise that a balanced yearly load is a 
good thing from the standpoint of 
each one of you as a distributor, 
simply because of its good effect 
on your own operations. Those of 
you who have achieved the ulti- 
mate in balanced load have found 
that you have not solved all of your 
problems. 

There is for one thing the matter 
of availability of transportation. 
That is, transportation to get the 
butane and propane gases to you. 
If you are located close to a re- 
finery where you can haul your 
products in transport trucks you 
have a definite advantage. If you 


must depend upon railroad tank 
cars you are certainly in a less 
favored position. 

The marketing industry is told 
that the supply of railroad tank 
cars is insufficient—that heroic ef- 
forts are being made to increase 
the supply — and that everything 
possible is being done to overcome 
this defect. But why is there a 
shortage of tank cars? Is it be- 
cause the business which the pro- 
ducers had prior to and during the 
war has materially expanded to the 
point where transportation facili- 
ties are inadequate? We think not. 

You should give some considera- 
tion and thought to the tremendous 
new load which the producers have 
taken on since the war in the way 
of new business. They have ap- 
parently done this without giving 








TIME-TESTED L-P GAS EQUIPMENT { 


DISTRIBUTORS FOR 






FROM WELL-STOCKEvD 
WAREHOUSES * 


PRESSED 
STEEL TANK CO. 


BUTANE- 
PROPANE 
CYLINDERS 


GAS company, tc. 


P. 0. BOX 566 


2620 South Ervay « DALLAS, TEXAS 
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The UTILITY 


Designed Especially 
for L.P. Gas 


The Utility is a compact automatic 
storage water heater engineered to 
meet the needs of the L.P. Gas In- 
dustry. Its Design-Styling-Finish gives 


you: 


Quality 


Beauty 
Dependability 


Satisfaction 


Sales Appeal 


IMMEDIATE 
DELIVERY 





UTILITY SUPPLY COMPANY 


P.O. Box 365 
Phone: 4-6349 
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Fresno, Calif. 





any thought to their ability or in- 
ability to supply their old connec- 
tions. Is this a matter of accident or 
of poor planning, or is there some- 
thing sinister about it? As a dis- 
tributor you should carefully study 
the facts and arrive at a conclusion 
based thereon. You are in business 
on your own money; you cannot 
afford to jeopardize your invest- 
ment by relying solely on what you 
hear or what someone else tells 
you in defense of his own conduct. 

Then there is the matter of gas 
supply. There are some who say 
that the shortage of tank cars is 
nothing as compared with the short- 
age of butane-propane gases. Sup- 
pose there is a shortage of gas. 
Why should there be? 


Too Many New Customers? 


We believe that the factors are 
the same in the gas shortage situa- 
tion as they are in the tank car 
situation. Over-extension in the 
way of new customers has left the 
producers in a position where they 
cannot supply their old customers 
who were the backbone of their 
business for many years when they 
needed the business. 

Then there is the matter of price. 
You cannot as a group of distribu- 
tors gathered together in an asso- 
ciation give joint consideration to 
the matter of prices. As individual 
operators, though, you should know 
that the products which you sell 
must remain competitive if you are 
to retain your place in the indus- 
trial picture. 

You can help yourself materially 
if you will start to do some of your 
own thinking on these important 
problems. 
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BRASS FITTINGS - COPPER TUBING 


TOOLS FOR TUBING + VALVES & COCKS 
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RegO No. 3178 Double 
Check Filler Valve 
See W 88 and 89 








Distributed Exclusively in 


ARIZONA 
NEW MEXICO 
SOUTHERN oni ticinainits 


Waslarn Gas ee ee 


Office and Warehouse 


202 N. GARFIELD, P. O. Box A MONTEREY PARK, CALIF. 


Phone Cumberland 3-2239 
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OXFORD 


Bottled Gas 
Cabinets 


Hood 
Type 





Cabinet Type 


FOR 
LONG 
and 
DEPENDABLE 
SERVICE 


Sot 





For that extra protection against severe 
weather and accidents, install Oxford 
Bottled Gas Cabinets. Thousands of 
Full Size, Single Hood and Double 
Hood types are giving unparalleled 
service throughout the country. Con- 
structed of heavy metal with a pro- 
tective coating of paint or galvanized 
to insure rust resistance. Cylinders, 
valves, regulators, etc., are fully pro- 
tected. Write for prices and details. 


The Oxford Company 
Oxford Penna. 














New Laws Passed 


IGHLIGHTS of legislative matters 

pending and enacted, are con- 
tained in a recent bulletin issued by 
Arthur C. Kreutzer, legal counsel for 
the Liquefied Petroleum Gas Associa- 
tion: 


Arkansas 

Act No. 165, governing LP-Gas, 
was approved by the Governor March 
5. It provides that no person shall 
transport or handle LP-Gas or in- 
stall systems until he passes an ex- 
amination as to qualifications; the 
Commissioner of Labor shall appoint 
an industry committee to counsel 
with the boiler advisory board; in- 
spection fees range from $1.50 for 
systems of 30 water gallons capacity 
to $6.50 for systems of over 560 water 
gallons, with a $10.00 fee for con- 
tainers for storage or transportation. 


Idaho 

House Bill No. 112 (6c use fuel 
tax) has been passed in both Senate 
and House, and approved. by Gov- 
ernor. 


Indiana 

Senate Bill No. 58, enlarging the 
duties of the State Fire Marshal, 
was approved by the Governor Feb. 
27. 

House Bill No. 419, amending the 
“Fuel Use Act,” was approved by 
the Governor on March 14. 


Iowa 

House Bill No. 432, requiring trucks 
carrying inflammables to be equipped 
with red lantern flares and red re- 
flectors, was approved by the Gov- 
ernor on April 30. 


Michigan 
The State Fire Marshal has issued 
new regulations. An LPGA_ sub- 
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F & E TORCHES, FURNACES, and BURNERS for LP Gas 


The F & E Line of torches and furnaces National distribution is set up to give 
are designed for use with butane and 
propane. The full line includes models 
and sizes to meet most requirements. 


prompt service. Write for complete in- 
formation and catalog. 











Above are Hand Torches No. 36 (top), 35 and 
34. They are outstanding for melting out lead 
joints; requfre no pre-heating, stay lighted, 
develop temperatures of 2250 F. 

At right is Furnace No. 20-T. used for melt- 
ing lead or other metals. It will take pots 
I" to 6" dia. Model No. 21-T will take 
pots to 10" dia. 


Manufactured West of Rocky Mts. by: | Manufactured East of Rocky Mts. by: 


F & E MANUFACTURING C0. BUDCO MANUFACTURING INC. 


P. O. Box D Centerville, Calif. | 13415 Gratiot Detroit 5, Mich. 

















if you are not a subscriber to 


BUTANE-PROPANE NEWS 


1709 W. Eighth Street, Los _Angeles 14, Calif. 


SUBSCRIPTION ORDER 


Enter my subscription to BU- 
TANE-PROPANE NEWS to begin 
with the next issue. 


1 Year $2.00 [] 3 Years $5.00 [J] 


Check enclosedQO Please send billO 


NAME. POSITION. 
COMPANY. 

















STREET CITY ZONE STATE 
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PROPANE 


If You Are Seeking— 


I—A DEPENDABLE SOURCE 
2—A UNIFORM PRODUCT 
3—A CAPABLE SUPPLIER 


4—AN EXPERIENCED MANU- 
FACTURER 


Then inquire— 


Cities Service Oil Co. 


In Propane also 


CITIES SERVICE 
means 


GOOD SERVICE 


CITIES 


Service Oil Co. 


(Delaware) 


BARTLESVILLE, OKLAHOMA 
CHICAGO, ILLINOIS 


Other Sales Offices 
Cleveland 
St. Paul 


Kansas City 


Toronto 
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committee represented the industry 
in their preparation and. at the pub- 
lic hearing to secure some modifica- 
tion of exceedingly harsh provisions. 
The regulations are still unnecessarily 
restrictive and the committee is still 
functioning. 


Minnesota 


Senate Bill No. 802, regulating 
motor carriers transporting petroleum 
products, has been enacted into law. 


Nevada 


Senate Bill No. 126, increasing the 
penalties for violations of the act 
regulating transportation of inflam- 
mable liquids or gases, and Assembly 
Bill No. 62, requiring all delivery 
containers and storage containers of 
petroleum products to show their 
contents, have been enacted into laws. 


New Mexico 


Senate Bill No. 232, regulating 
LP-Gas, has been passed in both the 
House and Senate and approved by 
the Governor. It was amended to 
provide for an annual license fee of 
$50 plus a $50 license fee if trucks 
are operated and a $10 annual in- 
spection fee for each truck. 


North Carolina 


Senate Bill No. 346, the LPGA 
Model State Law, has been passed in 
both the House and Senate. Ratified 
by Governor on April 4. 


Oregon 


Senate Bill No. 363 regulating LP- 
Gas was approved by the Governor 
on April 11. 

In general form it follows the 
LPGA model law; however, it makes 
the Commissioner of Labor the ad- 
ministrative body and provides for 
inspection and inspection fees on con- 
tainers. Tanks of 1000 gals. or more 
capacity must be inspected annually 
and other containers every 10 years. 
Fees are $5 on tanks over 500 gals. 
capacity and $2.50 on others. 


BUTANE-PROPANE News 


























. Se. ewe a! eae oe 


1e 
eS 
d- 
or 
n- 
re 
ly 
rs. 
ls. 


PARKHILL -WADE for 


© LPG Transports ©@ Packaged Bulk Plants 

¢ Tank Car Unloading Platforms ® Standby Plants 
® Dead Man Controls ® Metered Dispensers 

| ® Quick Detachable Hose Nozzles 


veils 





p 


Packaged 
Bulk Plants 


You can now get the bulk plant which 
best fits your requirements by choos- 
ing one of the new Parkhill-Wade pre- 


New 3700 gal. distributor's truck built for Mutual Liquid fabricated units. Plants are ordered un- 
Gas Co. of Inglewood, Calif. Designed by Parkhill-Wade, der design number—built to stock pat- 
truck has complete metering and pumping facilities. tern—ready for installation when re- 


This is another Parkhill-Wade engineering service. esived. There-are 3! designs from 3000 


to 100,000 gals. Also available are 
L.P.G. DIVISION portable units for filling stations, con- 


struction jobs, etc., from 320 to 1144 
PARKHILL-W ADE gals. Small units in 15 days; large units 


5017 E. Anaheim-Telegraph Road, Los Angeles 22, Calif. "in 30 days. 


BRILLIANT FIRE HEATERS 


| i a complete line, ranging from 6,000 btu up to 

75,000 btu. Included are Bath and Utility models, 
Radiant Heaters, Little Giant Circulators, Fireplace and 
Radiant Logs. Too, there are three full lines of fully 
vented Circulators in graduated sizes . . . The Lowboy, 
The 3-Way and The Fan-Forced, with manual or auto- 
matic control. BRILLIANT FIRE Heaters are geared for 
L-P Gas. 

















Write for Catalog Today 


THE OHIO FOUNDRY & MANUFACTURING CO. 


Lect, ° Vth» CT hagtctth 


STEUBENVILLE - OHIO- U.S.A. 
ESTABLISHED 1846 
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“BEAM” 


BUTANE 
CARBURETION 


MORE POWER 
FASTER ACCELERATION 
INSTANT STARTING 
ECONOMICAL 


HUNDREDS OF INSTALLATIONS FROM 

AUTOS, TRUCKS, STATIONARY ENGINES 

TO CONVERTED DIESELS. PROVEN FOR 
MANY YEARS. 





f 
(BEAM PRODUCT 


pel Maniufactinung ompany 
1206 €. 6TH ST. LOS ANGELES 21, CALIF. 
MAKERS OF'TWIN-BALL' SAFETY CONTROL 














INCREASED 
POWER! 










Our dealers are reporting tremendous in- 
creases in both power and mileage after 
"Bu-Powering'’ their automotive conver- 
sions. 









An installation on your own truck will 
prove the advantages of this special in- 
take manifold on LP-Gas conversions. 


Ellis Manifold Co. 


1708 S. Soto Street, Los Angeles 23, Calif. 
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Rhode Island 

House Bill No. 929, empowering 
cities and towns to enact ordinances 
for the location, conduct and regula- 
tion of business in which flammable 
materials are used or stored, was 
approved by the Governor on April 
28. 


South Carolina 

Senate Bill No. 53, the LPGA 
Model Law, was approved by the 
Governor on April 2. 


South Dakota ‘ 

The LPGA Model State Law has 
been enacted. Approved by the Gov- 
ernor on Feb. 11. 


Washington 

Senate Bill No. 47, the Insurance 
Code, making the Insurance Com- 
missioner ex officio State Fire Mar- 
shal with authority to adopt national 
recognized standards and to require 
conformance therewith for the pro- 
tection of life and property against 
fire, has been enacted into law. 


Safety Demonstrations 
Completed by NBPA 


District meetings of dealer groups 
held under the auspices of the Na- 
tional Butane-Propane Association 
which started in Denver in March and 
extended to Florida, were completed 
April 30 in Alexandria, La. These 
meetings were featured by the safety 
demonstration “Magic of Fire” given 
by the Dallas office of the U. S. Bu- 
reau of Mines. ; 

The first meetings, reported in the 
May issue of Butane-Propane News, 
were held in Denver; Omaha; Des 
Moines, Iowa; Peoria, IIll.; Kansas 
City, Mo., and Wichita, Kan. 

The seventh meeting of the series 
was held in Tulsa, Okla., on April 10, 
with F. P. de Larzelere, Southern Gas 
& Equipment Co., Tulsa, presiding. 
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Dependable STAN DARD L-P GASES for all your needs 








FLAMO GAS... is used throughout the PRO-GAS FUEL... meets the special re- 
West in light industrial, commercial and quirements of brazing, steel cutting, an- 
domestic equipment. Quality-proved by nealing, stress relieving, flame cultivation. 
use in stoves, water heaters, refrigerators, This propane product is bulk-delivered for 
space heaters, brooders. industrial, commercial and domestic use. 


CALOL INDUSTRIAL GASES... Designed specifically for 
utilities manufacturing gas distributed through gas mains. 
Trademarks: ‘‘Flamo, Pro-Gas, Calol’’ Reg. U.S. Pat. Off. 


STANDARD OIL COMPANY OF CALIFORNIA 


225 Bush Street, San Francisco 20, California 


PROPANE DELIVERY 


For SERVICE 
For ECONOMY 
For APPEARANCE 


A COMPLETE 1000 net gallon unit built for California Pacific Utilities 
Company including tank, piping, pumps, skirting, painting, etc. 











Information on your particular needs, for transportation 
or storage, can be obtained by writing or calling 


SUPERIOR TANK & CONSTRUCTION CO. 


6155 SOUTH EASTERN AVENUE LOS ANGELES, CALIFORNIA 
Phone ANgelus 4157 
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Quality and 


Sore ice 


For All Your 
L.P.GAS EQUIPMENT 





CARBURETION, HOSE 
HOSE REELS 
VALVES, COUPLINGS 
TUBING FITTINGS 
TANK FITTINGS 


HEATER & RANGE 
CONNECTORS 


TRUCK & STORAGE PUMPS 
CORKEN-ROPER-VIKING 


METERS FOR 
TRUCKS & BULK PLANTS 
COMPLETE STORAGE & 

DISPENSING SYSTEMS 


Our equipment prices are com- 
petitive for like quality and 
quantity. 


WE WELCOME YOUR INQUIRIES 
ON CARBURETION PROBLEMS. 


ACME EQUIPMENT CORP. 


313 So. Pearl St., Dallas |, Texas 
Phone Riverside 4089 











G. M. Kintz, supervising engineer, U. 
S. Bureau of Mines, and H. F. Browne 
gave the safety demonstration. L. F. 
West, Oklahoma state fire marshal, 
was the honored guest. 

At the Atlanta, Ga., meeting on 
April 22, Elwin E. Hadlick, executive 
vice president of the National Bu- 
tane-Propane Association, presided. 
There were 93 dealers in attendance. 

The Florida meeting was held in 
conjunction with the state association, 
with J. E. Price, newly elected presi- 
dent of the Florida state association, 
acting as chairman of the meeting. 
(See story of Florida convention, 
Page 112.) 

At the New Orleans meeting on 
April 29, there were 119 in attend- 
ance. L. C. Parker, executive secretary 
of the Louisiana Butane Dealers As- 
sociation, acted as chairman. 

The last meeting of the series was 
held in Alexandria, La., on April 30 
with J. M. Robinson, president of the 
NBPA, in the chair. There were 155 
in attendance. 


Many New Companies 
Entering LP-Gas Business 


A number of new firms have en- 
tered the liquefied petroleum gas bus- 
iness lately while others, heretofore 
unincorporated, have received state 
charters. Here are some of them: 

Little River Butane Gas Co., Inc., 
Ashdown, Ark., capitalization $5000. 
Incorporators: J. G. Sanderson, Jr., 
Christine C. Sanderson and A. G. 
Sanderson, Jr. 

Independent Liquefied Gas & Appli- 
ance Co., Lewistown, Mo., capitaliza- 
tion $30,000. Incorporators: Homer 
and Aubrey Phillips and John Mow- 
ery. 

Hoad Ruralgas Service, Inc., St. 
Joseph, Mo., capitalization $10,000. 
Incorporators: F. E. Hoad, John R. 
Toot and Charles L. Frank. 
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for replies count as 





CLASSIFIED 


: Classified advertising is set in 6-point type, without border or display, at the rate 
of 15 cents per word per insertion; minimum charge per insertion $3. Box numbers 
& words. Count as a word each one letter word and 
of figures. Classified advertising is only accepted when payment accompanies order. Cepy 
and payment must reach publisher’s office prior to 10th of month preceding publication. 


Free te World War 2 Veterans: Situation wanted ad for three successive months. 














HELP WANTED 


BUSINESS OPPORTUNITIES—Continued 





GAS ENGINEER—QUALIFIED TO TAKE 
full charge several small gas properties, in- 
cluding changeover to Propane-Air and devel- 
opment of L.P.G. business. Present gross about 
$400,000. Location, New Jersey. P. O. Box 221, 
Landing, N. J. 


TWO SALESMEN—WITH CARS—COMMIS- 
sion basis, experienced in L.P. Gas, and ap- 
pliance sales. State qualifications. Youngreen’s 
Propane Gas Service, Fortuna, California. 


CHICAGO FIRM DESIRES SALES ENGI- 
neer, experienced in sales of propane, appli- 
ances and equipment to domestic, commercial 
and industrial users. Cylinder and bulk in- 
stallations. Applicant must be aggressive, of 
fine appearance and a producer. In reply give 
qualifications, age and remuneration. Reply 
Box 60, BUTANE-PROPANE News, 1709 West 
8th St., Los Angeles 14, Calif. 





SITUATIONS WANTED 





TWO YEARS EXPERIENCE L. P. GAS 
delivery, installations, service and plant main- 
tenance. Prefer Washington, Oregon or North- 
ern California. Write Box 65, KUTANE-PROPANE 
News, 1709 W. 8th St., Los Angeles 14, Calif. 





BUSINESS OPPORTUNITIES 





FOR SALE — INDEPENDENT LIQUEFIED 
Petroleum Gas and Appliance Business, well 
established, franchises covering three counties: 
all assets, plants, equipment, merchandise. 
Price $100,000; terms $55,000 cash, AMADOR 
REALTY COMPANY, Jackson, California. 


FOR SALE—THRIVING PROPANE BUSI- 
ness. One block from main business district. 
Cinder block and brick building 40’x84’. Show 
room in front, large stock of parts and sup- 
plies and complete machine shop in back. In- 
come from machine shop alone $30,000 last 
year. K5 International Truck, 1100 gal. ball 
tank with all fixtures. Ford Pick-up. Bulk 
storage 18,000 gal. with line laid to railroad. 
Business serves 14 small towns and _ thickly 
populated rural area. Asking $45,000 plus in- 
voice on stock. Terms for responsible buyer. 
Write or wire Ideal Gas & Appliance Co., 
Box 341, Nyssa, Oregon. 
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FOR SALE—OLD ESTABLISHED BUTANE- 
Propane Business, selling fuel and appliances. 
Franchise covering nationally advertised re- 
frigerator, ranges and other appliances. Lo- 
cated Texas town about 30,000 population. 
First quarter trial balance netted partners for 
January, February and March, 1947, $6,113.58. 
Will do better for remainer of year. About 
$45,000 net in clean merchandise, new trucks 
and real estate. We ask $60,000 cash for this 
business. Write Box 170, BUTANE-PROPANE 
News, 1709 W. 8th St., Los Angeles 14, Calif. 


FOR SALE—IN SOUTHERN NEW ENG- 
land, Bottle Gas and Bulk Gas business with 
600 accounts. Storage and filling station on 
railroad siding. One 1500 gallon transport, 
two 1946 trucks. Write Box 175, BUTANE- 
PROPANE News, 1709 W. 8th St., Los Angeles 
14, California. 


THE BUTANE BUSINESS IN TEXAS, AP. 
pliance store in Texas, and Butane Business 
in Louisiana, complete with ample storage, 
transport, and delivery truck at less than cost. 
All three are real money-makers. Sell together 
or separately. Address replies to P.O. Box 467, 
Beaumont, Texas. 





EQUIPMENT WANTED 





WANTED: 100 LB. CAP. ICC 4B 240 CYL- 
inders, by Veteran World War II starting in 
bottled gas business. State details, quantity 
available and price F.O.B. shipping point. 
Write to R. L. Shearer, Liberty Gas Co., 
Park Ave., Perkasie, Pa. 





EQUIPMENT FOR SALE 





FOR SALE—1940 G.M.C. 600 GAL. TANK 
truck — Viking pump, Ensign carburetor — 
$1975. Blubaugh & Co., Elkhart, Indiana. 
Phone 4368. 


SURPLUS 15 LB. CO-2 EXTINGUISHERS— 
Charged, Original price $45.00. Single lots 
$25.00—Three or more $22.50. C.O.D. or 
eash with order. GASCO, Box 485, Sikeston, 
Missouri. 


FOR SALE—IMMEDIATE DELIVERY! EU- 


reka Smokehouse Burner Assemblies! For meat 
smoke houses using bottled gas. Completely 
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EQUIPMENT FOR SALE—Continued 





automatic. Clean filtered smoke. Distributes 
heat uniformly. Low gas consumption. Auto- 
matic temperature and pilot control. Less 
product shrinkage. Easily installed. Write for 
descriptive pamphlet. Eureka Equipment Co., 
P. O. Box 396, Beloit, Wisconsin. 


FOR SALE — CHEAP — 150 HUBBARD, 5 
Radiant, 25,000 B.T.U. Heaters. P. O. Box 
277, Delhi, Louisiana. 


FOR SALE—1945 2-TON DODGE TRUCK, 
2-speed axle, booster brakes, 1220 we tank, 
meter, Corken pump, hose, fully equipped, 200 
lb. working pressure. 

1942 Chevrolet truck; 1060 gallon water 
capacity tank, 125 pound working pressure, 
fully eauipped, meter, Corken pump, hose. 

1946 2-Ton Chevrolet truck 1220 water ca- 
pacity tank, 200 lb. working pressure, fully 
equipped, meter, Corken pump, and hose. 

1943 K-7 International Tractor—3000 water 
capacity tanks 200 Ib. working pressure, fully 
equipped, pump and hose. 

Farmers Cooperative Gas Association, Box 
454, Enid, Oklahoma. 


FOR SALE—1941 CHEVROLET 1% TON 
Delivery Truck C.O.E. complete with pump 
and hose. 580 gal. net. 125 W.P. Butane 


Appliance & Gas Co., Inc., 14409 Sylvan St., 
Van Nuys, Calif. 


FOR SALE: STOVE ORIFICES, 4, % AND 
\, flare nuts and other L.P.G. fittings. Write 
FUELGAS CO. 5905 N. Saginaw St., Flint, 
Michigan. 


WHOLESALE: IMMEDIATE DELIVERY ON 
flared fittings, made of brass bar stock, all 
sizes. Tubing, flare tools. Write for prices. 
Schaaf Bros., Osborn, Ohio. 


FOR SALE—TANKS—FITTINGS—FOR IM- 
mediate delivery—150 gallon Butane Tanks and 
fittings also 250 and 500 gallon Propane tanks 
and fittings. For delivery in 30 days—750 gal- 
lon and 1000 gallon Propane Tanks and Fit- 
tings. KENNEY TANK INSTALLATION CO., 
2132 N. Halsted St., Chicago 14, Illinois. 


FOR SALE: 1934 CHEVROLET DELIVERY 
Truck—650 net gallon Butane Tank, Smith 
Pump, Meter and 50’ Hose. Used past few 
years as Stand-by equipment. Good tires. 
$1250.00. City Butane Co., O. Box 868, 
Stockton, Calif. 


20 LB. PROPANE CYLINDERS, ICC 4B-300. 
While they last. Immediate delivery. 400 Avail- 
able. Manufactured by Pressed Steel Tank 
Company. Never used. Have screw collar with 
valve cap cover to fit over valve. Send $10 for 
one sample tank less valve, or $12.50 with 
valve. Wire orders. HOME GAS EQUIPMENT 
CO., 1886 E. 23rd St., Cleveland 14, Ohio. 
MAin 3191. 
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AMAZING NEW 
SC 





DELIVERY 
MAILABLE 







EASY ASSEMBLY IN 
LARGE UNITS WITH 
STANDARD PIPE FITTINGS: 
Automatic, Self-Acting « Needs No 
Adjustments « Jet Type ¢ Cannot 
Backfire « Powerful in Performance 
Natural, Manufactured or Butane Gas 
DEALER'S QUANTITY DISCOUNT 


BIG PROFITS -ORDER NOW 


DIRECT FACTORY TO YOU + MONET SACK GUARANTEE 


STAR HEATER COMPANY 


1012-14 POWHATTAN ¢ DALLAS 2, TEXAS 








UTILITY 


et Pe a 


Immediate Delivery 


ee. 8 ee) 4 ee 
Call 


H-2146 or LD-140 


BUTANE EQUIPMENT CO., INC. 


3301 S. Lamar Dallas, Texas 
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For pressure setting accuracy .. . fast discharge 
... complete dependability . . . specify Kerotest 
full lift Pressure Relief Valves. This patented 
design provides maximum discharge capacity 
and excellent flow characteristics. Special heat 
treated and plated springs set accurately and 
retain their initial setting permanently. Seating 
materials are not affected by LP gas solvents... 
won't swell to affect release settings or fuse under 
heat. For complete dependability and economy 
of first cost and upkeep . . . specify KEROTEST. 


KEROTEST MANUFACTURING COMPANY 
PITTSBURGH 22, PA. 








Twelve 
Million 
Kitchens! 


Each a potential home for LP-Gas... 


There are at least 16,000,000 ‘off mains” 
ki:chens in the United States. By the end of 
1948 there will be 17,000,000 as home build- 


ing progresses in rural and suburban areas. 


Every one of these homes, aside from those 
already equipped, is a new market for 
LP-Gas equipment. Twelve million new 
customers! That is a challenge for the 
industry—your industry, and ours. 
Trageser meets this challenge by main- 
taining maximum production of cylin- 
ders... by maintaining Trageser 
standards of quality. 


ANKS by 


RAGESER 


Maspeth, L.1., New York — 
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